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5362 System 
Reference 
Code (SRC) 

- The SRCs are in sequence on the microfiche cards. Use the table below to 
determine the approximate location of your SRC on the microfiche cards. 



System Reference Code Table 



SRC 


Device 


Card 


Row 


Frame 


0000 


Program 




A 


3 


0100 


Work station 




A 


16 


ObOO 


MSP 




B 


18 


1600 


CSP 




C 


14 


1800 


Communications 




D 


9 


1900 


21 ED disk 


2 


A 


7 


1C00 


Work station 


2 


B 


12 


1dOO 


Diskette 


2 


B 


14 


7100 


Work station 


2 


D 


3 


9900 


Power 


2 


D 


15 


EOOO 


Panel 


3 


B 


15 



Al 



How to Use the System 
Reference Code (SRC) 



• The customer is directed by the problem determination (PD) 
procedures to gather information, record, and report the 
4-character SRC when placing a call for service. 

• Use the SRC to determine: 

- Failing feature or device. 

- Probable failing FRUs with % of probability. 

- FRU part numbers. 

- Need for programming support. 

- References to the maintenance package. 

• This information will allow the CE/CSR to determine what 
service action is required and what FRUs should be taken on the 
service call. 

• Start at Frame A1 and follow the instructions as they are 
presented to find the SRC. 

• If no SRC is reported, the CE/CSR should contact the customer 
and determine if information is available to create an SRC. 



A2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0000 


Program 








With program check on — 
Storage dump has been 
requested. 


0001 


Program 








With program check on — 
Module ID not found in 
control storage library. 


0002 


Program 








With program check on 

Attempt to relocate a 
module that has no RLDs. 


0003 


Program 








With program check on — 
Control storage module 
link, load address 
unequal. 


0004 


Program 








With program check on — 
Dump requested by pressing 
stop key. 


0005 


Program 








With program check on — 
Quiesce counter has 
negative value. 


0006 


Program 








With program check on — 
Privileged operation 
issued in nonprivileged 
mode. 


0007 


Program 








With program check on — 
Register stack underflow 
or overflow. 


0008 


Program 








With program check on — 
Address translation error 
logging communication 
line data. 


0009 


Program 








With program check on 

Address translation error 
relocating MS module. 


0010 


Program 








With program check on — 
Disk lOB parameters not 
valid. 



A3 



1 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0011 


Program 








With program check on — 
Permanent disk read error 


0012 


Program 








With program check on — 
Dump requested because of 
hardware error. 


0013 


Program 








With program check on — 
Main storage program 
exception. 


0014 


Program 








With program check on — 
Main storage address 
access by MSP not valid. 


0015 


Program 








With program check on — 
Main storage operation 
code not valid. 


0016 


Program 








With program check on — 
Storage dump has been 
requested. 


0017 


Program 








With program check on — 
Address translation error 
dunng load SVC. 


0018 


Program 








With program check on — 
Error stack overflow. 


0020 


Program 








With program check on — 
Timer queue part not 
valid. 


0021 


Program 








With program check on — 
Address translation error 
on $TRB parameter list. 


0022 


Program 








With program check on — 
System date flag found in 
syscom not valid. 


0023 


Program 








With program check on 

Nonprivileged program 
issued timer load request 
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A4 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0024 


Program 








With program check on — 
Type specified with timer 
request not valid. 


0025 


Program 








With program check on — 
Nonprivileged pgm issued 
multiple-wait timer req. 


0026 


Program 








With program check on — 
ITYPE specified with timer 
request not valid. 


0027 


Program 








With program check on — 
Negative time value 
specified with timer 
request. 


0028 


Program 








With program check on — 
Inline parameter specified 
with timer request not 
valid. 


0029 


Program 








With program check on — 
Timer ID from $SIT or $RIT 
not valid. 


0030 


Program 








With program check on — 
Disk error dunng 
translated assign recovery 


0031 


Program 








With program check on — 
Permanent diskette error 
during IPL from diskette. 


0032 


Program 








With program check on — 
Address translation error 
moving main storage 
program. 


0033 


Program 








With program check on 

Disk error- -unrecoverable 
disk operation. 


0034 


Program 








With program check on — 
Disk error — unrecoverable 
hardware error. 



A5 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0035 


Program 








With program check on — 
Disk error — unrecoverable 

nr QPCtnr not x/aliH 


0036 


Program 








With program check on — 
Disk error — no alternative 


0037 


Program 








With program check on — 
Error TB address is not 
valid. 


0038 


Program 








With program check on — 
Disk error — data accessed 
may not be valid. 


0040 


Hardwar 
Program 








Data set ready line 

inactive. 

— or — 

With program check on — 
Go to a relocatable CS 
module that is not loaded 


0041 


Hardwar 
Program 








Idle detected. 
— or — 

With program check on — 
System is in a wait or 
infinite loop. 


0042 


Hardwar 








Receive clock failed. 


0043 


Hardwar 








Data set ready line active 
(switched only). 


0044 


Hardwar 
Program 








30 second time out 
(switched only). 
— or — 

With program check on — 
Program is larger than 
main storage user area. 
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A6 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0045 


Hardwar 
Program 








Data set will not activate 
{X.25 only). 
— or — 

With program check on — 
Task already in abnormal 
termination. 


0046 


Hardwar 
Program 








Frame reject received 
(X.25 only). 

— or — 

With program check on — 
Error ACE is the dump ACE 


0047 


Hardwar 
Program 








DM /Disc received 
(X.25 only). 
— or 

With program check on 

Main storage 2K segment 
error. 


0048 


Program 








With program check on — 
Tape lOB parameters not 
valid. 


0049 


Program 








With program check on — 
Device-to- device lOB 
parameter not valid. 


0050 


Hardwar 
Program 








Clear to send error. 
— or — 

With program check on — 
Disk error — loading 
control storage module. 


0051 


Hardwar 








Transmit clock failed. 


0052 


Hardwar 
Program 








Transmit hardware error. 
— or — 

With program check on 

Assign SVC or free SVC 
parameters not valid. 



A7 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0053 


Hardwar 
Program 








T1 timer retry count 
expired (X.25 only). 
— or — 

\A/ith nronram rhAcIc on— - — 

Disk error- -loading 
control storage transient 


0054 


Program 








With program check on — 
Sector address calculated 
on task work area request 
not valid. 


0055 


Program 








With program check on — 
Nonprivileged pgm 
accessing privileged 
transient. 


0056 


Program 








With program check on — 
Dump requested by SETDUMP 
utility. 


0058 


Program 








With program check on — 
I/O device address in a 
work station lOB not 
valid. 


0059 


Program 








With program check on — 
Permanent work station 
error during MSI PL. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0060 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 


(SDLC only) Counts the 
test frames received from 
the host system with CRC 
errors during a link test 
or 

(X.25 only) Counts every 
"receive not ready" 
command sent to the host 
system. 
— or — 

With program check on — 
Permanent assign failure. 


0061 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 

(SDLC only) Counts the 
test frames received from 
the host system without 
CRC errors during a link 
test. 
or 

(X.25 only) Counts every 
"receive not ready" 
command sent to the host 
system. 
— or — 

With program check on — 
Emulation instruction not 
valid. 



A9 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0062 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 


Counts the underrun 
conditions found by the 
communications line 
adapter. 
— or — 

With program check on--- 
Device lOB parameter not 
valid. 


0063 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 


Counts the overrun 
conditions found by the 
communications line 
adapter. 
— or — 

With program check on--- 
Device lOB address must be 
a real address. 


0064 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 


Counts the loss of the 
"receive line signal 
detect" signal during a 
receive operation. 
— or — 

With program check on — 
ATR load error on device 
108 data buffer address. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0065 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 

Counts the loss of the 
"clear to send" line 
during a transmit 
operation. 
— or — 

With program check on — 
ATR load error on logging 
device data. 


0066 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 

Counts the loss of the 
"data set ready" line 
during a transmit or 
receive operation. 
— or — 

With program check on — 
ERB not found. 


0067 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controHer. 

Counts the loss of the 
"reject" commands sent 
by the work station 
controller. 
— or — 

With program check on — 
Disk error during device 
controller load. 



All 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0068 


WSC 
Program 








Appears in ERAP table for 
remote work station 
controller. 

Counts the frame or groups 
of frames that must be 
transmitted again by the 
work station controller to 
the host system because 
the host system did not 
receive them correctly. 
— or — 

With program check on — 
Program exceeds MAPMAX 
value. 


0069 


WSC 

Program 








Appears in ERAP table for 
remote work station 
controller. 

Counts the frames that 
were received that have 
a CRC error. 

or 

With program check on 

Storage management failure 


006A 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

Counts the number of times 
an abort is received by 
the work station 
controller. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


006b 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

Counts the detected 
failures of the XLCA 
communications card. 


006C 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

Counts the number of times 
theTI counter expires. 


006d 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

PDU retransmission {X.25 
with ELLC). 


006E 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

Counts the number of 
information frames 
transmitted. 


006F 


WSC 








Appears in ERAP table for 
remote work station 
controller. 

Counts the number of 
valid information frames 
received. 



A13 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0070 


Hardwar 
Program 








Remote cluster feature 
hardware error. 

With program check on — 
Diskette sector address 
not valid. 


0071 


Program 








With program check on— 
Emulation address not 
valid. 


0072 


Hardwar 
Program 








Remote cluster feature 
overrun. 

— or — 

With program check on-- 
Read DSC storage lOB 
parameter not valid. 


UU/o 


narawar 








RAmntA RlijfttAr f AStiirA 

ivwIIIV/lw wlUOiwI IwaiUIC 

write error. 


0075 


Program 








With program check on — 
Disk error — no disk 
recovery block found. 


0079 


Program 








With program check on — 
SVC requested not valid. 


0080 


Program 








With program check on — 
Translated lOB notvalid-- 
not mapped or permitted. 


0081 


Program 








With program check on — 
Translated buffer not 
valid, not aligned or not 
mapped. 


0082 


Program 








With program check on- 
Translated parameter list 
not valid- -not mapped. 


0083 


Program 








With program check on — 
SVC map parameter list is 
in error. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0084 


Program 








With program check on — 
Zero quick- lock address 
passed. 


0085 


Program 








With program check on — 
Communication iOB has 
header length which is not 
valid. 


AAQfi 

UUoO 


Program 








With program check on-- 
Post of communication ERB 
is not valid. 


0087 


Program 








\A^tth program check on-- 
XASGN request not valid. 


0088 


Program 








With program check on-- 
XFREE request not valid. 


0089 


Program 








With program check on — 
CSP main storage program 
exception. 


0090 


Program 








With program check on — 
CSP main storage program 
exception. 


0092 


Program 








With program check on-- 
1/0 buffer is aligned on 
an odd byte boundry. 


0093 


Program 








With program check on — 
Control storage address 
not valid. 


0094 


Program 








With program check on — 
Control storage program 
timed out while looping. 


0095 


Program 








With program check on — 
Branch taken by a control 
storage program is not 
valid. 


0096 


Program 








With program check on — 
Power off command not 
valid. 



A15 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0097 


Program 








With program check on — 
Task work area deallocate 

roniioet nnt Mfilirl 
it3t|Ut79l ilUl vaiiu. 


0098 


WSC 
Program 








Not def ined remote 
hardware error. 
or 

With program check on-- 
Insufficient task work 
area reserved. 


0100 


Base - 
Display 
WS cbl 
A-A1Q2 
Exp - 
Display 
WS cbl 
A-A1P2 
A-A1Q2 


60 
30 
10 

60 
30 
7 
3 


2462208 

2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 
WS controller card 


Base work station 
attachment. The work 
station display is not 
responding inside of 1 27 
microseconds. 

Work station expansion. 


0101 


Base - 
A-A1Q2 
WS cbl 
Display 
Exp — 
A-A1P2 
WS cbl 
Display 
Program 


60 
30 
10 

60 
30 
10 


2462208 
2462208 


WS adapter card 
Twinax/IBM cbl 

WS adapter card 
Twinax/IBM cbl 


Base work station 
attachment. The twinax 
driver/ receiver is 
failing. 

Work station expansion. 
— or — 

With program check on — 
Device unit block has a 
device ID that is not 
valid. 


0102 


Program 








With program check on — 
$NUPD was called for a 
not supported function. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0103 


Base 

Noise 

WS cbl 

Display 

A-A1Q2 

Exp- 

Noise 

WS cbl 

Display 

A-A1P2 


60 
30 
7 
3 

60 
30 
7 
3 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station attachment 
detected a parity error. 

Work station expansion. 


0104 


Base - 

Noise 

WS cbl 

Display 

A-A1Q2 

Exp- 

Noise 

WS cbl 

Display 

A-A1P2 


60 
30 
7 
3 

60 
30 
7 
3 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The twinax 
display detected a parity 
error. 

Work station expansion. 


0105 


Hardwar 
Program 








Work station not 
accessible. 
— or — 

With program check on-- 
POSTI failure of a task. 


0106 


Base ~ 
WS cbl 
Display 
A-A1Q2 
Exp - 
WS cbl 
Display 
A-A1P2 
Program 


80 
10 
10 

80 
10 
10 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 
Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station attachment 
detected a byte count 
error. 

Work station expansion. 
— or — 

With program check on-- 
Task work area SVC cannot 
honor WSWA ge/ put request. 



A17 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0107 


Hardwar 
Program 








Wrong work station 

responded. 

— or — 

With program check on — 
Task work area deallocate 
request not valid. 


0108 


Base - 

Display 

A-A1Q2 

Exp — 

Display 

A-A1P2 

Program 


95 
5 

95 
5 


2462208 
2462208 


WS adapter card 
WS adapter card 


Base work station 
attachment. The work 
station display reset at 
the wrong time. 
Work station expansion. 
— or — 

With program check on-- 
Task work area base ID 
does not exist. 


0109 


Base " 

Noise 

Display 

A-A1Q2 

WS cbl 

Exp — 

Noise 

Display 

A-A1P2 

WS cbl 

Program 


40 
30 
20 
10 

40 
30 
20 
10 


2462208 
2462208 


WS adapter card 
Twinax/IBM cbl 

WS adapter card 
Twinax/IBM cbl 


Base work station 
attachment. The work 
station display failed to 
respond to a command. 

Work station expansion. 
— or — 

With program check on — 
Task work area operation 
not valid. 


0110 


Program 








With program check on — 
WRK SVC parameter list is 
in error. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0111 


Base - 
Display 
WS cbl 
A-A1Q2 
A-A1N2 

Exp — 

Display 

WS cbl 

A-A1P2 

A-A1Q2 

Program 


80 
10 
5 
5 

80 
10 
5 
5 


2462208 
2462206 
2462261 

2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 
MS card 128k 
MS card 256k 

Twinax/IBM cbl 
WS adapter card 
WS controller card 


Base work station 
attachment. Scan code for 
work station display not 
valid. 

Work station expansion. 
— or — 

With program check on-- 
Active map count underflow 


0112 


Program 








With program check on-- 
CSP accessed a mam 
storage address that is 
not valid. 


0113 


Program 








With program check on — 
I/O operation issued to 
active lOB. 


0120 


Base 

Noise 

Display 

A-A1Q2 

WS cbl 

A-A1IM2 

Exp--- 

Noise 

Display 

A-A1P2 

WS cbl 

A-A1Q2 


40 

25 
20 
10 
5 

40 
25 
20 
10 
5 


2462208 

2462206 
2462261 

2462208 
2462210 


WS adapter card 
Twinax/IBM cbl 
MS card 128k 
MS card 256k 

WS adapter card 
Twinax/IBM cbl 
WS controller card 


Base work station 
attachment. The command 
sent to the work station 
display was not a valid 
command. 

Work station expansion. 



B1 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0121 


B33e 
Noise 


40 






Base work station 
attachment. The address 




Display 
A-A1Q2 


25 
20 


2462208 


WS adanter card 


counter value sent to the 
work station display was 
too large. 




WS cbl 


10 




Twinax/IBM rhi 




A-A1N2 


5 


2462206 
2462261 


MS card 128k 
MS card 256k 


Work station expansion. 




Exp - 












Noise 


40 










Display 


25 










A-A1P2 


20 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


5 


2462210 


WS controller card 




0122 


Base " 








Base work station 




A-A1Q2 


35 


2462208 


www auci|ji,d i«ciiu 


nnent. The amount of 




A-A1 N2 


35 


2462206 
2462261 


MS card 128k 
MS card 256k 


command bytes sent to the 
display was too large. 




Display 


20 






Work station expansion. 




WS cbl 


10 




Twinax/IBM cbl 






Exp — 












A-A1P2 


35 


2462208 


WS adapter card 






A-A1Q2 


35 


2462210 


WS controller card 






Display 


20 










WS cbl 


10 




Twinax/IBM cbl 




0123 


Base — 
Noise 


40 






Base work station 
attachment. The address 




Disolav 
A-A1Q2 


25 
20 


2462208 


V\/S adantar card 

Www CIVlCi|#liWl wCII VI 


counter value sent to the 
work station display was 
not a valid value. 




WS cbl 


10 




Twinax/IBM cbl 






A-A1N2 


5 


2462206 
2462261 


MS card 128k 
MS card 256k 


Work station expansion. 




Exp — 












Noise 


40 










Display 


25 










A-A1P2 


20 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


5 


2462210 


WS controller card 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


MO A 


Bdso ~~ 








Base work station 




Noise 


**\J 






attachment. The active 












command sent to the work 




uispiay 


9R 
^9 






station display was not 






on 
ZU 


oiifioonQ 
Z4bZZUo 


Wo adapter card 


valid. 




Wo GDI 






1 winax/itsivi cdi 






A.A1 M9 




o^oone 


MS rarri 198k 


Work station expansion. 








2462261 


MS card 256k 






CAP 












Noise 


40 










Display 


25 










A-Al P2 


20 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


5 


2462210 


WS controller card 




Hi OR 
UlZO 


Base — 








Base work station 




Display 


An 






attachment. Work station 




Wb CDI 


on 
ZU 




1 winax/itsivi cdi 


error status was not 
valid. 






1 M 








A-A1 N2 


10 


2462206 


MS card 128k 


NA^ork station expansion. 








2462261 


MS card 256k 






Exp - 












Display 


60 










WS cbl 


20 


....... 


Twinax/IBM cbl 






A-A1P2 


10 


2462208 


WS adapter card 






A-A1Q2 


10 


2462210 


WS controller card 






Base " 








Base work station 




L^ISpiay 


Rn 






attachment. The address 




A-AlUx 


on 
oU 


OilAOOnQ 


Wo adapter caro 


counter value sent to an 
IGC work station display 




Wo CDI 


in 




1 winax/itsivi cdi 


in extended character mode 




A-A1 N2 


10 


2462206 


MS card 128k 










2462261 


MS card 256k 


Work station expansion. 




Exp 












Display 


50 










A-A1P2 


30 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


10 


2462210 


WS controller card 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0149 


A-A1 Q2 


40 


Z4dZZUo 


Wo adapter card 


The work ststion 
attachment has reported an 
error, but the error 
status is not valid. 


0181 


Hardwar 








Magnetic stripe reader 
error. 


0182 


Hardwar 








Device type error. 


0183 


Hardwar 








Wrong size display 
assemble. 


0184 


Hardwar 








wrong keyboard ID. 


UloO 


Hardwar 








wrong keyboard specified. 


0186 


Base - 
Display 
WS cbl 
A-A1Q2 
A-A1N2 


75 
15 
5 
5 


2462208 
2462206 
2462261 


Twinax/IBM cbl 
WS adapter card 
MS card 128k 
MS card 256k 


Base work station 
attachment. The work 
station display indicated 
a magnetic stripe reader 
operation occurred when no 
reader was installed. 
Work station expansion. 




Exp- 
Display 
WS cbl 
A-A1P2 
A-A1Q2 


75 
15 
5 
5 


2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 
WS controller card 




0189 


Base - 
Display 
WS cbl 
A-A1Q2 
A-A1N2 


75 
15 
5 
5 


2462208 
2462206 
2462261 


Twinax/IBM cbl 
WS adapter card 
MS card 128k 
MS card 256k 


Base work station 
attachment. The work 
station display indicated 
a magnetic stripe reader 
operation occurred even 
though no data had been 
sent. 

Work station expansion. 




Exp - 
Display 
WS cbl 
A-A1P2 
A-A1Q2 


75 
15 
5 
5 


2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 
WS controller card 





B4 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0190 


Display 


99 






The work station display 
has not changed the 
even /odd time out bit in 
400 milliseconds. 
Indicated a work station 
display error. 


0191 


Display 


99 






The work station display 
cannot complete a command 
in 460 milliseconds. 
Indicates a work station 
display failure. 


0200 


Base - 

Printer 

WS cbl 

A-A1Q2 

Exp- 

Printer 

WS cbl 

A-A1P2 

A-A1Q2 


bU 
30 
10 

60 
30 

7 
3 


2462208 

2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 
WS controller card 


Base work station 
attachment. The work 
printer is not responding 
inside of 1 27 
microseconds. 
Work station expansion. 


0201 


Base - 
A-A1Q2 
WS cbl 
Printer 
txp — 
A-A1P2 
WS cbl 
Printer 
Program 


60 
30 
10 

60 
30 
10 


2462208 
2462208 


WS adapter card 
Twinax/IBM cbl 

WS adapter card 
Twinax/IBM cbl 


Base work station 
attachment. The twinax 
driver /receiver is 
failing. 

Work station expansion. 
— or — 

With program check on — 

L/0VIU6 UiilL UtUUIv iiao a 

device ID which is not 
valid. 


0202 


Program 








With program check on — 
Disk error — loading file 
subsystem transient. 



B5 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0203 


Base - 

Noise 

WS cbl 

Printer 

A-A1Q2 

Exp- 

Noise 

WS cbl 

Printer 

A-A1P2 


60 
30 
7 
3 

60 
30 
7 
3 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station attachment 
detected a parity error. 

Work station expansion. 


0204 


Base - 

Noise 

WS cbl 

Printer 

A-A1Q2 

Exp — 

Noise 

WS cbl 

Printer 

A-A1P2 


60 
30 
7 
3 

60 
30 
7 
3 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station printer detected 
a parity error. 

Work station expansion. 


0205 


Hardwar 
Program 








Work station not 
accessible. 
— or — 

With program check on-- 
DSC register stack 
underflow/overflow. 


0206 


Base - 

WS cbl 

Printer 

A-A1Q2 

Exp 

WS cbl 

Printer 

A-A1P2 

Program 


80 
10 
10 

80 
10 
10 


2462208 
2462208 


Twinax/IBM cbl 
WS adapter card 
Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station attachment 
detected a byte count 
error. 

Work station expansion. 
— or — 

With program check on-- 
Task work area SVC cannot 
honor WSWA get/put 
request. 



B6 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


)207 


Hardwar 
Program 








Wrong work station 

responded. 

— or — 

With program check on-- 
ATR error fronn DSC 
Data buffer length not 
valid. 


D208 


Base - 

Printer 

A-A1Q2 

Exp." 

Printer 

A-A1P2 

Program 


5 

95 
5 


2462208 
2462208 


WS adapter card 
WS adapter card 


Base work station 
attachment. The work 
station printer reset at 
the wrong time. 
Work station expansion. 
— or — 

With program check on — 
Task work area base ID 
does not exist. 


0209 


Base - 

Noise 

Printer 

A-A1Q2 

WS cbl 

ExD — 

Noise 

Printer 

A-A1P2 

WS cbl 

Program 


40 
30 
20 
10 

40 
30 
20 
10 


2462208 
2462208 


WS adapter card 
Twinax/IBM cbl 

WS adapter card 
Twinax/IBM cbl 


Base work station 
attachment. The work 
station printer failed to 
respond to a command. 

Work station expansion. 
— or — 

With program check on — 
Task work area operation 
not valid. 



B7 



23 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0211 


Hardwar 








Machine check - 5219/5224/ 




_ 








5225 work station 












printers. 












— or — 












DMA operation time-out for 












5553/5557 work station 












pnnters. 












or 












With program check on — 












Device ID in lOB on return 




Program 








from DSC not valid. 


0212 


Hardwar 








Machine check - 5219 work 




- 








station printers. 












— or — 




Program 








With program check on-- 










SIO logged lOB not valid. 


0214 


Program 








With program check on-- 










SMF lOB not valid. 


0220 










Base work station 




iMoise 


*tU 






attachment. The command 




r rinicr 


£.0 






sent to the work station 
printer was not a valid 




A A109 






VVO auapior caru 


command. 




VVO UUI 


in 




TtAfinav /miUI r«KI 
1 WiricIA/ IDIVI l#UI 






A-A1 N2 


5 


2462206 


MS card 128k 


Work station expansion. 








2462261 


MS card 256k 






Exp 












Noise 


40 










Printer 


25 










A-A1P2 


20 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


5 


2462210 


WS controller card 





24 



B8 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


UZZ 1 


BasB — 
Printor 


AH 
OU 






Bas6 work station 
attachment. The work 




%A#C 
Wo GDI 


on 
zu 




1 WinaX/ IDIVI GDI 


station printer has 
reported an error but the 






10 




www auci|ijid i^aiu 


exception status is not 




A-A1N2 


10 


2462206 
2462261 


MS card 128k 
MS card 256k 


valid. 




Exp — 








Work station expansion. 




Printer 


60 










WS cbl 


20 




Twinax/IBM cbl 






A-A1P2 


10 


2462208 


WS adapter card 






A-A1Q2 


10 


2462210 


WS controller card 




UZZZ 


Base — 








Base work station 




A- Ai viz 


OD 


ZIOZZUo 


WO aaapxer cara 


attachment. The number of 




A-Al nIZ 


QR 
OD 


OAAOOOA 
Z4DZZU0 


ivio cara izok 


command bytes sent to the 
printer was too large. 










M<i rarrl 9Rfik 
ivio i«aiu 




Printer 


20 






Work station expansion. 




WS cbl 


10 




Twinax/IBM cbl 

1 Wllld^/ llii#rVI wft^l 






Exp - 












A-A1P2 


35 


2462208 


WS adapter card 






A-A1Q2 


35 


2462210 


WS controller card 






Printer 


20 










WS cbl 


10 




Twinax/IBM cbl 






Dade 

ivoise 








Base work station 
attachment. The work 




Printer 


zo 


O^OOOft 
Z*K>ZZUO 




station printer did not 
respond to an activate 




A.Ain? 

M"M 1 KlZ. 


00 


wo aaapxer cara 


command and did not report 




\A#Q f*M 
VVO GDI 


10 




iwinax/ IDIVI GDI 


a parity error. 




A-A1 N2 


5 


2462206 
2462261 


MS card 128k 
MS card 256k 


Work station expansion. 




Exp- 












Noise 


40 










Printer 


25 










A-A1P2 


20 


2462208 


WS adapter card 






WS cbl 


10 




Twinax/IBM cbl 






A-A1Q2 


5 


2462210 


WS controller card 





B9 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0224 


Base - 

Noise 

Printer 

A-A1Q2 

WS cbl 

A-A1N2 

Exp- 

Noise 

Printer 

A-A1P2 

WS cbl 

A-A1Q2 


40 
25 
20 
10 
5 

40 
25 
20 
10 
5 


2462208 

2462206 
2462261 

2462208 
2462210 


WS adapter card 
Twinax/IBM cbl 
MS card 128k 
MS card 256k 

WS adapter card 
Twinax/IBM cbl 
WS controller card 


Base work station 
attachment. The activate 
command sent to the work 
station printer was not 
valid. 

Work station expansion. 


0225 


Base - 
Printer 
WS cbl 
A-A1Q2 
A-A1N2 

Exp- 
Printer 
WS cbl 
A-A1P2 
A-A1Q2 


60 
20 
10 
10 

60 
20 
10 
10 


2462208 
2462206 
2462261 

2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 
MS card 128k 
MS card 256k 

Twinax/IBM cbl 
WS adapter card 
WS controller card 


Base work station 
attachment. The work 
station printer has 
reported an error with 

iinrlAfinAH AyPAntinn 

Status. 

Work station expansion. 


0226 


Printer 


99 






The work station printer 
has reported a not 

See the work station 
printer manual. 


0228 


Printer 


99 






Printer data stream 
command not valid. 
See the work station 
printer manual. 


0229 


Printer 


99 






Printer data stream 
parameter not valid. 
See the work station 
printer manual. 



B10 



26 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0230 


Printer 


99 






Printer mechanism not 
ready. 

See the work station 
printer manual. 


0231 


Printer 


99 






Print check. 

See the work station 

printer manual. 


0232 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on-- 
OXREF resident table 
exceeded. 


0233 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on-- 
Cannot free this library 
format- 1 - - has active 
owner. 


0234 


Printer 


99 






The work station pnnter 
has reported a unit error 
See the work station 
printer manual. 


0235 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
or — 

With program check on — 
Program check in 
termination end routine. 



B11 
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SRC 


CDI 1 

rRU 


0/ 

vo 


P/IM 


rnU DcoCHIPTIOlM 


SERVICE COMMENTS 


0236 


Printer 


99 






Print check. 

See the work statior) 

printer manual. 


0237 


Printer 


99 






Print check. 

See the work station 

printer manual. 


0238 


Printer 


99 






Print check. 

See the work station 

printer manual. 


0239 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on — 
SSP not valid. 


0240 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on — 
Program attempted to 
cancel a noncancelable 
task. 


0241 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on— 
Disk error while 
condensing the system 
library. 



28 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0242 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on-- 
Deallocate or termination 
found PSB with no TUB. 


0243 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on — 
Command processor task or 
user task has no JCB. 


0244 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on — 
MICs 3700, 3712, 3713 not 
found in ##MSG2 member. 


0245 


Printer 
Program 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on-- 
MICs 3710 or 3711 not 
found in ##MSG2 member. 



B13 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0246 


Printer 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on-- 




Program 








Sysiog function called by 










the command processor. 


0247 


Base - 
Printer 


80 






Base work station 
attachment. The work 




WS cbl 


10 


2462208 


Twinax/IBM cbl 


station printer has 
reported a unit error. See 




A-A1Q2 


10 


WS adapter card 


the work station printer 
manual. 




Exp™ 








Work station expansion. 




Printer 


80 






— or — 




WS cbl 


10 




Twinax/IBM cbl 




A-A1P2 


7 


2462208 


WS adapter card 


With program check on-- 




A-A1Q2 


3 


2462210 


WS controller card 


IBM module has a WTG table 




Program 








which IS not valid or 










TOimai inoex laUie. 


0248 


Printer 


99 






The work station printer 
has reported a unit error 
See the work station 
printer manual. 
— or — 

With program check on — 




Program 








Library/file use count is 










less than zero. 



30 



B14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0249 


Base - 
Printer 
WS cbl 
A-A1Q2 


90 
8 
5 


2462208 


Twinax/IBM cbl 
WS adapter card 


Base work station 
attachment. The work 
station printer has error 
status not defined. 
See the work station 
printer manual. 
Work station expansion. 




Exp — 
Printer 
WS cbl 
A-A1P2 
Program 


90 
8 
2 


2462208 


Twinax/IBM cbl 
WS adapter card 


— or — 

With program check on-- 
Required SSP module not 
found during MSI PL. 


0250 


Printer 
Program 


99 






Forms jam or end of forms 
See the work station 
printer manual. 
— or — 

With program check on-- 
Format-5 extents partially 
free dunng file delete. 


0251 


Printer 
Program 


99 






Printer not available. 
See the work station 
printer manual. 
— or — 

With program check on-- 
Format-5 file count is 
less than zero. 


0252 


Program 








With program check on-- 
An AFA Format 1 has a file 
type which is not valid. 


0253 


Program 








With program check on-- 
Unexpected return code 
from diskette VTOC R/W. 


0254 


Program 








With program check on-- 
Unexpected return code 
from disk VTOC access. 



B15 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0255 


Printer 
Program 








Shared printer busy. 
— or — 

With program check on — 
SDLC detected MLCA failure 


0258 


Printer 


99 






bnci OT riDDon. 

See the woric station 

printer manual. 


0266 


Printer 


99 






The work station printer 
(5219) has a data stream 
error. 

See the work station 

printer manual. 


0267 


Printer 


99 






The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer manual. 


0268 


Printer 


99 






The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer manual. 


0269 


Printer 


99 






The work station printer 
(5219) has a data stream 
error. 

See the work station 
printer manual. 


0281 


Printer 


99 






The work station printer 
has a cover check or 
machine check. 
See the work station 
printer manual. 


0283 


Printer 


99 






The work station printer 
has a print check. 
See the work station 
printer manual. 



B16 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


0284 


Printer 


99 






The work station printer 
has a print check. 
See the work station 
printer manual. 


0285 


Printer 


99 






The work station printer 
has a printer check. 
See the work station 
printer manual. 


0286 


Printer 


99 






The work station printer 
has a machine check. 
See the work station 
printer manual. 


0287 


Printer 


99 






The work station pnnter 
has a machine check. 
See the work station 
printer manual. 


0288 


Printer 


99 






The work station printer 
has a ribbon jam. 
See the work station 
printer manual. 


0289 


Printer 


99 






The work station printer 

ilcio a riUUUll Jdill. 

See the work station 
printer manual. 


0290 


Printer 


99 






The work station printer 
has not changed the 
even /odd time out bit in 8 
seconds indicating a work 
station printer error. 


0291 


Printer 


99 






The work station printer 
has not completed a 
command inside of 8 
seconds indicating a work 
station printer error. 



B17 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


Obxx 










Display LSR Od. If the 
contents are between 
dAOI-dAFF and the 
Processor Check light is 
on, replace A-A1 H2 and 
A-A1J2 with new FRUs. 
If contents are dAOO 
suspect A-A1T2, A-A1U2, 
A-A1V2, A-A1W2, A-A1X2. 


1111 










Hardware default code. 
Error condition was not 
evaluated. Re- 1 PL to 
obtain a refined SRC. If 
system completes IPL, 
look in ERAP for SRCs at 
the time of Re-IPL 


1203 


A-A1K2 
A-A1J2 


95 
4 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1204 


A-A1N2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 




1205 


A-A1M2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1206 


A-A1L2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 




1207 


A-A1K2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 




1208 


A-A1N2 


99 


2462261 


MS card 256k 




1209 


AA1M2 
A-A1J2 


95 
4 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



B18 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


120 A 


A-A1L2 
A-A1J2 


95 
4 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


120d 


A-A1J2 

A Ai no 

A-A 1 nZ 


96 
«s 


2462205 


MSP Data flow card 
ivioK vroniroi cara 


Replace FRUs first. If 
this does not fix the 
problenn, go to MIM 105. 


120E 


A-A1J2 
A-A1H2 


97 
2 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1213 


AA1J2 
A-A1K2 
A-A1H2 


74 
24 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1214 


A-A1J2 
A-A1N2 
A-A1H2 


82 
16 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1215 


A-A1J2 

A-A1M2 

A-A1H2 


82 
16 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1216 


A-A1J2 
A-A1L2 
A-A1H2 


82 
16 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


nepiace rnus iirsi. it 
this does not fix the 
problem, go to MIM 105. 


1217 


A-A1J2 
A-A1K2 
A-A1H2 


82 
16 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1218 


A-A1J2 
A-A1N2 

A At LJO 

A-A 1 HZ 
A-A1M2 


74 

24 

t 
1 

1 


2462205 
2462261 

Z4DZZU4 

2462206 
2462261 


MSP Data flow card 
MS card 256k 
MSP Control card 
MS card 128k 
MS card 256k 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1219 


A A 1 11 

A-A1J2 

A-A1M2 

A-A1H2 


74 
24 
1 


Z4oZZ0o 

2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


121A 


A-A1J2 
A-A1L2 
A-A1H2 


74 
24 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


121d 


A-A1H2 
A-A1J2 


98 
1 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


121E 


A-A1H2 
A-A1J2 


98 
1 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1223 


A-A1J2 
A-A1K2 
A-A1H2 


72 
26 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


fiar\\ana PRI Ic firct If 
n6piclu6 rnUb Tliol. IT 

this does not fix the 
problem, go to MIM 105. 


1224 


A-A1J2 
A-A1N2 

A Ai UO 

A-Al nZ 


81 

17 

i 
J 


2462205 
2462206 

Z4DZZU4 


MSP Data flow card 
MS card 128k 
ivioK LrOniroi caru 


Replace FRUs first. If 
this does not fix the 

problem, go to MIM 105. 


1225 


A-A1J2 

A-A1M2 

A-A1H2 


81 
17 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 

problem, go to MIM 105. 



36 



C2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1226 


A-A1J2 
A-A1L2 
A-A1 H2 


81 
17 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1227 


A-A1J2 
A-A1K2 
A-A1 H2 


81 
17 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1228 


A-A1J2 
A-A1N2 

A-A1 H2 


72 
26 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1229 


A-A1J2 
A-A1 M2 
A-A1H2 


72 
26 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


122 A 


A-A1J2 
A-A1L2 
A-A1H2 


72 
26 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


122d 


A-A1J2 


99 


2462205 


MSP Data flow card 




122E 


A-A1J2 


99 


2462205 


MSP Data flow card 




I Zoo 


A-AIJZ 
A-A1K2 
A-A1H2 


"TO 

/o 
19 
1 


Z4DZz0b 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Ocknlana PR! Ic firct If 

this does not fix the 
problem, go to MIM 105. 


1234 


A-A1J2 
A-A1N2 
A-A1H2 


84 
13 
2 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



C3 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1235 


A-A1J2 
A-A1M2 
A-A1 H2 


84 
13 
2 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1236 


A-A1J2 
A-A1L2 
A-A1 H2 


84 
13 
2 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1237 


A-A1J2 
A-A1K2 
A-A1 H2 


84 
13 
2 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1238 


A-A1J2 
A-A1 N2 


78 

19 

0 

£. 


2462205 
2462261 


MSP Data flow card 
MS card 256k 

IVIOr Vj'lJlILrUI OdlU 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1239 


A-A1J2 
A-A1 M2 
A-A1H2 


/ 0 

19 

1 


2462261 
2462204 


IWIQP Da-f-a flr>tAf r^arrl 
IVIOr L/dla llvlW Lrdru 

MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


123 A 


A-A1J2 
A-A1L2 
A-A1H2 


78 
19 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


123d 


A-A1 H2 
A-A1J2 


98 
1 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


123E 


A-A1 H2 
A-A1J2 


97 
2 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 



38 



04 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1243 


A-A1J2 
A-A1K2 
A-A1H2 


53 
45 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first If 
this does not fix the 
problem, go to MIM 105 


1244 


A-A1J2 
A-A1N2 
A-A1H2 


67 
31 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problenn, go to MIM 105. 


1245 


A-A1J2 

A-A1M2 

A-A1H2 


67 
31 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1246 


A-A1J2 
A-A1L2 
A-A1 H2 


67 
31 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1247 


A-A1J2 
A-A1K2 
A-A1H2 


67 
31 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1248 


A-A1J2 
A-A1N2 
A-A1H2 


53 
45 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


1249 


A-A1J2 

A-A1M2 

A-A1H2 


53 
45 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP C6Yitrol card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


124A 


A-A1J2 
A-A1L2 
A-A1H2 


53 
45 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105 


124d 


A-A1H2 


99 


2462204 


MSP Control card 





05 



39 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


124E 


A-A1H2 


99 


2462204 


MSP Control card 




1253 


A-A1K2 
A-A1J2 
AA1H2 


50 
48 
1 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1254 


A-A1J2 
A-A1N2 
A-A1H2 


61 
37 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1255 


A-A1J2 

A-A1M2 

A-A1H2 


61 
37 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1256 


A-A1J2 
A-A1L2 
A-A1H2 


61 
37 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 

problem, go to MIM 105. 


1257 


A-A1J2 
A-A1K2 
A-A1H2 


61 
37 
1 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1258 


A-A1N2 
A-A1J2 
A-A1H2 


50 
48 
1 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
inis aoes noi tix iiic 
problem, go to MIM 105. 


1259 


A-A1M2 

A-A1J2 

A-A1H2 


50 
48 
1 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



C6 



40 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


125A 


A-A1L2 
A-A1J2 
A-A1H2 


50 
48 
1 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


125E 


A-A1H2 


99 


2462204 


MSP Control card 




1263 


A-A1J2 
A-A1K2 
A-A1H2 


59 
36 
4 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1264 


A-A1J2 
A-A1N2 
A-A1H2 


53 
39 

7 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1265 


A-A1J2 
A-A1M2 
A-A1 H2 


53 
39 
7 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1266 


A-A1J2 
A-A1L2 
A-A1H2 


53 
39 
7 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If ' 
this does not fix the 
problem, go to MIM 105. 


1267 


A-A1J2 
A-A1K2 
A-A1 H2 


53 
39 
7 


2462205 
2462206 
2462204 


MSP Data flow card 
MS card 128k 
MSP Control card 


Replace FRUs first. If ' 
this doos not fix the 
problom, go to MIM 105. 


1268 


A-A1J2 
A-A1N2 
A-A1H2 


76 
13 
10 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If ' 
this does not fix the 
problem, goto MIM 105. 


1269 


A-A1J2 

A-A1M2 

A-A1H2 


76 
13 
10 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If ' 
this does not fix the 
problem, go to MIM 105. 



07 



41 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


126A 


A-A1J2 
A-A1L2 
A-A1H2 


59 
36 
4 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If ' 
this does not fix the 
problem, go to MIM 105. 


126E 


A-A1H2 


99 


2462204 


MSP Control card 




1273 


A-A1K2 
A-A1J2 
A-A1H2 


86 
8 
5 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


1274 


A-A1N2 
A-A1J2 
A-A1H2 


88 
6 
5 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1275 


A-A1IVI2 

A-A1J2 

A-A1H2 


88 
6 

5 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1276 


A-A1L2 
A-A1J2 
A-A1H2 


88 
6 
5 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1277 


A-A1K2 
A-A1J2 
A-A1H2 


88 
6 

5 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1278 


A-A1N2 
A-A1J2 
A-A1H2 


86 
8 
5 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


1279 


A-A1M2 

A-A1J2 

A-A1H2 


86 
8 
5 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


127 A 


A-A1L2 
A-A1J2 
A-A1H2 


86 
8 
5 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



08 



42 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


127d 


A-A1J2 
A-A1H2 


92 
7 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


Replace FPUs first. If 
this does not fix the 
problem, go to MIM 105. 


1283 


A-A1K2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


neplace rHus first. It 
this does not fix the 
problem, go to MIM 105. 


1284 


A-A1N2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, ^o to MIM 105. 


1285 


A-A1M2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1286 


A-A1L2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


1287 


A-A1K2 
A-A1J2 


98 

1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this doos not fix the 
problem, go to MIM 105. 


1288 


A-A1N2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


1289 


A-A1M2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



C9 



43 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


128A 


A-A1L2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to Ml M 105. 


12d3 


A-A1K2 
A-A1J2 
A-A1H2 


51 
47 
1 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12d4 


A-A1N2 
A-A1J2 
A-A1H2 


46 
27 
26 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12d5 


A-A1M2 

A-A1J2 

A-A1H2 


46 
27 
26 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12d6 


A-A1L2 
A-A1J2 
A-A1H2 


46 
27 
26 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does nojt fix the 
problem, go to MIM 105. 


12d7 


A-A1K2 
A-A1J2 
A-A1H2 


46 
27 
26 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12d8 


A-A1J2 
A-A1N2 
A-A1 H2 


51 
47 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 


12d9 


A-A1J2 

A-A1M2 

A-A1H2 


51 
47 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto MIM 105. 



CIO 



44 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


12dA 


A-A1J2 
A-A1L2 
A-A1H2 


51 
47 
1 


2462205 
2462261 
2462204 


MSP Data flow card 
MS card 256k 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12E0 


A-A1H2 
A-A1J2 


51 
48 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12E3 


A-A1K2 
A-A1J2 
A-A1H2 


84 
8 
7 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12E4 


A-A1N2 
A-A1J2 
A-A1H2 


79 
19 
1 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MiM iUb. 


12E5 


A-A1N2 
A-A1J2 
A-A1H2 


79 
19 
1 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to Miivi luo. 


12E6 


A-A1L2 
A-A1J2 
A-A1H2 


79 
19 
1 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12E7 


A-A1 K2 
A-A1J2 
A-A1H2 


79 
19 
1 


2462206 
2462205 
2462204 


MS card 128k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12E8 


A-A1N2 
A-A1J2 
A-A1H2 


84 

8 
7 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
prouiem, go lo iviiivi luo. 


12E9 


A-A1M2 

A-A1J2 

A-A1H2 


84 
8 
7 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 



C11 



45 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


12EA 


A-A1L2 
A-A1J2 
A-A1H2 


84 
8 
7 


2462261 
2462205 
2462204 


MS card 256k 
MSP Data flow card 
MSP Control card 


Replace FRUs first. If 
this does not fix the 
problem, goto Ml M 105. 


12F0 


A-A1J2 


99 


2462205 


MSP Data flow card 




12F3 


A-A1K2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
'problem, go to MIM 105. 


12F4 


A-A1N2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12F5 


A-A1M2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12F6 


A-A1L2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12F7 


A-A1K2 
A-A1J2 


98 
1 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


Replace FRUs first. If 
this does not fix the 
problem, go to MIM 105. 


12F8 


AA1N2 
A-A1J2 


98 
1 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


Replace FRUs first If 
this does not fix the 
problem, go to MIM 105. 



46 



C12 



SRC 


FRU 


0/ 
% 


P/IM 


rnU DbbUKIK 1 lUN 


otKVILrb LrUMMclMTo 


12F9 


A-A1M2 


98 


2462261 


MS card 256k 






A-A1J2 


1 


2462205 


MSP Data flow card 


Replace FRUs first. If 




















this does not fix the 












problem, go to MIM 105. 


12FA 


A-A1L2 


98 


2462261 


MS card 256k 


Replace FRUs first. If 




A-A1J2 


1 


2462205 


MSP Data flow card 


this does not fix the 












problem, go to MIM 105. 


12FE 


A-A1H2 


37 


2462204 


MSP Control card 


MSP /MS error occurred. 




A-A1J2 


37 


2462205 


MSP Data flow card 


but could not be 




A-A1K2 


6 


2462206 


MS card 128k 


logged. 

dck tn MIM inR 

\3\J IXf IVI 1 IVI IKJsJ. 








2462261 


MS card 256k 






A-A1L2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 






A-A1 M2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 






A-A1N2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 




12FF 


A-A1H2 


37 


2462204 


MSP Control card 


Unexpected error. 




A-A1J2 


37 


2462205 


MSP Data flow card 


K2, L2, M2 may not be 




A-A1K2 


6 


2462206 


MS card 128k 


present depending on mam 
storage size. Go to MIM 








2462261 


MS card 256k 


105. 




A-A1L2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 






A-A1M2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 






A-A1N2 


6 


2462206 


MS card 128k 










2462261 


MS card 256k 





C13 



47 



OKU 


rnU 


/o 


D /M 


CDI 1 r^co^Dmnri/^ivi 
rnU UbbtrRIP T lUN 


SERVICE COMMENTS 


1600 


A-A1G2 


45 


2462203 


CSP card 


Error during cycle steal 




A-A1T2 


40 


2462210 


ELCA controller card 


to MLCA. 








2462211 


SLCA pass-thru card 






A-A1U2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1V2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1W2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1X2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 












UoaZ 1 card 










£,^0^^ 1 0 


Uo Voo card 






r\ r-\ 1 


1 
1 




uoMil car a 






A_A1 n9 


1 




uoM 1 cara 






A.Ain9 
f-\ r-\ 1 KJU£. 


1 
1 




WS adapter card 










1 U 


WS controller card 




1601 


A-A1G2 


45 


2462203 


CSP card 


1 / 0 time out, P check or 




A-A1T2 


40 


2462210 


ELCA controller card 


address which is not valid 








2462211 


SLCA pass-thru card 


Hiirinn IVII C'A 




A-A1U2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1C2 


1 


2462209 


DSA2 card 






A-A1D2 


1 


2462201 


DSA1 card 






A-A1Q2 


1 


2462208 


WS adapter card 










2462210 


WS controller card 
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C14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1602 


A-A1G2 
A-A1T2 

A-A1U2 

A-A1C2 
A-A1D2 
A-A1Q2 


45 
40 

1 

1 
1 
1 


2462203 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 
2462209 
2462201 
2462208 
2462210 


CSP card 

ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
DSA2 card 
DSA1 card 
WS adapter card 
WS controller card 


I/O time out, P check or 
address which not valid 
during MLCA. 


1603 


A-A1G2 
A-A1D2 


45 
45 


2462203 
2462201 


CSP card 
DSA1 card 


Error dunng cycle steal 
or I/O instruction to/ 
from DSA 2. 




A-A1C2 
A-A1Q2 

A-A1T2 

A-A1U2 


1 
1 

1 

1 


2462209 
2462208 
2462210 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 


DSA2 card 
WS adapter card 
WS controller card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 




1605 


A-A1G2 
A-A1C2 


45 
45 


2462203 
2462209 


CSP card 
DSA2 card 


Error dunng cycle steal 
or I/O instruction to/ 
from DSA 1 . 




A-A1D2 
A-A1Q2 

A-A1T2 

A-A1U2 


1 
1 

1 

1 


2462201 
2462208 
2462210 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 


DSA1 card 
WS adapter card 
WS controller card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 





CI 5 



49 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1606 


A-A1G2 
A-A1T2 

A-A1U2 

A-A1V2 

A-A1W2 

A-A1X2 

A-A1C2 
A-A1D2 
A-A1Q2 


45 
40 

2 
2 
2 
2 

1 

1 

1 


2462203 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462209 
2462201 
2462208 
2462210 


CSP card 

ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
DSA2 card 
DSA1 card 
WS adapter card 
WS controller card 


Error during cycle steal 
to MLCA. 


160 A 


A-A1G2 
A-A1Q2 

A-A1 P2 
A-A1C2 
A-A1 D2 
A-A1T2 

A-A1U2 


45 
45 

1 
1 
1 
1 

1 


2462203 
2462208 
2462210 
2462208 
2462209 
2462201 
2462210 
246221 1 
2462212 
2462214 
2462213 
2462215 


CSP card 
WS adapter card 
WS controller card 
WS adapter card 
DSA2 card 
DSA1 card 
ELCA controller card 
SLCA nass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Error during cycle steal 
or I/O instruction to/ 
from work station line 
adapter or controller. 


160F 










See 16FF SRC. 


1611 










See 16FF SRC. 


1616 










See 16FFSRC. 



016 
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SRC 


FRU 


% 




FRU DESCRIPTIOIM 

i 1 1 %^ tL^ Lm Ball II 1 M 


SERVICE COMMFNT^ 


161C 


A-A1 G2 


30 


2462203 


CSP card 


Error during cycle steal 




A-A1J2 


30 


2462205 


MSP Data flow card 


hptw^pn MQP PA anri /nr 




A-A1T2 


25 


2462210 


ELCA controller card 


MLCA. 








246221 1 


SLCA pass-thru card 






A-A1 U2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1V2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1W2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1X2 


2 


2462212 


CSEIA card 










^46ZZ14 


CbDDA card 






















2462215 


CSV35 card 

w WW VvUl VI 






A-A1 C2 


1 


2462209 


DSA2 card 






A-A1 D2 


1 


2462201 


DSA1 card 






A-A1Q2 


1 


2462208 


WS adaptor card 










2462210 


WS controllor card 




161 E 


A-A1 G2 


30 


2462203 


CSP card 


Error during cycle steal 




A-A1J2 


30 


2462205 


MSP Data flow card 


hptwRtm M*^P anri D*^A 9 




A-A1 C2 


30 


2462209 


DSA2 card 






A-A1 D2 


1 


2462201 


DSA1 card 






A- A1 Q2 


1 


2462208 


WS adapter card 












vvo conxroiier cara 






A-A1T2 


1 


2462210 


ELCA controller card 










2462211 


SLCA pass-thru card 






A-A1U2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 





C17 



51 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1620 


A-A1G2 


30 


2462203 


CSP card 


Error during cycle steal 




A A 1 lO 

A-A 1 JZ 






Mbr Data Tlow card 


between MSP, work station 




A-A1Q2 


30 


2462208 


WS adapter card 


line adapter and/or 
controller. 








2462210 


WS controller card 




A-A1C2 


1 


2462209 


DSA2 card 








1 
i 


4m/0£.£\J 1 


uoM 1 cara 






A-A1T2 


1 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 






A-A1U2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 




1621 


A-A1G2 


30 


2462203 


CSP card 


Error dunng cycle steal 




A A 1 

A-A 1 JZ 


on 




iVloP uata Tlow card 


between MSP and DSA 1 . 




A-A1D2 


30 


2462201 


DSA1 card 






A-A1C2 


1 


2462209 


DSA2 card 






A-A1Q2 


1 


2462208 


WS adapter card 

\A/^ r'onl'rrkllor onrrl 
wo 1 11 uiid uaiu 






A-A1T2 


1 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 






A-A1U2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 





52 



C18 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1622 


A-A1G2 


30 


2462203 


CSP card 


Error during cycle steal 




A-A1J2 


30 


2462205 


mor Data flow card 


between MSP, SLCA and /or 
MLCA. 




A-A1T2 


25 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 




A-A1U2 


2 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 






A-A1V2 


2 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 






A-A1W2 


2 


2462212 
2462214 
246221 3 
246221 5 


CSEIA card 
CSDDA card 
CoXZl card 
CSV30 card 






A-A1X2 


2 


2462212 
Z4oZZ14 

2462213 


CSEIA card 
LrouuA card 
CSX21 card 






A-A1C2 


1 


2462209 


DSA2 card 






A-A1 D2 


1 


2462201 


DSA1 card 






A-A1Q2 


1 


2462208 
2462210 


WS adapter card 
WS controller card 




1630 


A-A1 G2 


30 


2462203 


CSP card 


3 second time out during 
cycle steal. 




A Ai MO / 


«SU 


2462261 


ivio card izoK 
MS card 256k 






A-A1M2/ 












A-A1L2/ 












A-A1K2 












A-A1J2 


30 


2462205 


MSP Data flow card 






A-A1H2 


5 


2462204 


MSP Control card 




1635 


A-A1G2 


90 


2462203 


CSP card 


Storage check or LSR 




A-A1F2 


5 


2462202 


Control panel card 


check. 



D1 



53 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1 o*to 


M"M 1 




9Aft99ni 


i^or cara 


Error during SILSB on 




A-A1P9 
MM 1 




94ft99nQ 


LioAZ caru 


interrupt level 4. 




M"M 1 U,C. 


OA 




UOM 1 CarCI 






MM 1 \J,£. 


9d 


9dfi99nfi 


WS adapter card 










2462210 


\A/S f^nnl'mllAr oArrl 

vvw OVilllUIIOi ItfCilU 






A-A1T2 


1 


2462210 


ELCA controller card 










2462211 


SLCA pass-thru card 






A-A1U2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 




1 D*f/n 


A.Ain? 

M"M 1 V3«. 






v^or' cara 


error uuring oilod on 




A.A1T9 

M"M 114. 






ELCA controller card 


interrupt level 2. 








9Ali991 1 


SLCA pass-thru card 






MM 1 


9 


9AA9919 


v^ociM cara 










9d.A991^ 


v^ouuM cara 










9AA9911 


uoAzi cara 










9^I^«991R 


wovoo cara 






A-A1 V9 

M"M 1 V 


9 


9AR9919 


LrOciM cara 










9ZLA9914 


LrOLiLiM cara 










9Aft9911 


^oAz 1 cara 










9Aft991 R 


v^ovoo cara 








9 


9AA9910 


uotiA cara 










94A991^ 


vrouLiM cara 










9AA9911 


li/^oAz 1 cara 










9Aft991l% 


vrov«}D cara 






A-Aiy9 


9 


9dfi9919 


vrOClM Cartl 






















2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1C2 


1 


2462209 


DSA2 card 






A-A1D2 


1 


2462201 


DSA1 card 






A-A1Q2 


1 


2462208 


WS adapter card 










2462210 


WS controller card 




1650 


A-A1G2 


45 


2462203 


CSP card 


3 or 4 second time out. 




A-A1J2 


45 


2462205 


MSP Data flow card 






A-A1F2 


5 


2462202 


Control panel card 





D2 



54 



r> o 

SRC 


FRU 


o/ 


r/IM 


rnU UtoUKIr' 1 lUlM 


otKVILrC: LrUIVIIVItIM 1 o 


1674 


A-A1G2 


47 


2462203 


CSP card 


The data written to stg 




A-A1N2 


43 


2462206 


MS card 128k 


had bad parity. 




A-A1J2 


6 


2462205 


MSP Data flow card 






A-Al Hz 


o 
o 


Z4bZZU4 


ivior uontroi cara 






A A •! 

A-Al 


1 


Z4boUbo 


Ai boara 




1675 


A-A1G2 


47 


2462203 


CSP card 


Main stg write parity 




A-A1M2 


43 


2462206 


MS card 128k 


check. 




A A 1 lO 

A-A1JZ 


b 


0>IC00flC 

Z4bZZUD 


^A^^D ^^n4>A 4>l^^mM.« AAv^ 

ivior uata Tiow caro 






A A 1 i_IO 

A-A 1 HZ 




Z4bZZu4 


ivioK uontroi cara 




1676 


A-A1G2 


47 


2462203 


CSP card 


Main stg write parity 




A-A1L2 


43 


2462206 


MS card 128k 


check. 




A A 1 lO 

A-Al Jz 


6 


0>ICOOAC 

Z4oZZ0b 


Mor uata TIOW card 






A A 1 LJO 

A-Al HZ 


A 

H 


Z40ZZU4 


ivioK uontroi cara 




1677 


A-A1G2 


47 


2462203 


CSP card 


Mam stg write parity 




A-A1K2 


43 


2462206 


MS card 128k 


check. 




A-A1J2 


6 


2462205 


MSP Data flow card 






A A -1 LJO 

A-Al HZ 




Z4bZZU4 


ivior LrOntroi cara 




1678 


A-A1G2 


75 


2462203 


CSP card 


The data written to stg 




A-A1J2 


12 


2462205 


MSP Data flow card 


had bad parity. 




A-Al N2 


10 


2462261 


MS card 256k 






A A 1 LJO 

A-Al HZ 


1 


Z4bZZU4 


Mor LrOntrol card 






A-M 1 


1 


Z4DoilOo 


M 1 Doara 




1679 


A-A1G2 


76 


2462203 


CSP card 


Mam stg write parity 




A-A1J2 


12 


2462205 


MSP Data flow card 


check. 




A A 1 IVil O 

A-Al IVIZ 


in 


Z4DZZ01 


ivio cara zodk 






A A 1 LJO 

A-Al nZ 


J 


Z40ZZU4 


ivior uontroi cara 




167b 


A-A1G2 


76 


2462203 


CSP card 


The data written to stg 




A-A1J2 


12 


2462205 


MSP Data flow card 


HnH KaH nnritv 
Mali uosj ^uiiiy. 




A-A1K2 


10 


2462261 


MS card 256k 






A-A1H2 


1 


2462204 


MSP Control card 




1684 


A-A1N2 


87 


2462206 


MS card 128k 


Mam stg write parity 




A-A1J2 


11 


2462205 


MSP Data flow card 


check. 




A-A1H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 





D3 



55 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1685 


A A <• II ill 

A-A1 m2 


87 


o>i^oo/\c 

2462206 


A A 1 <l OOl 

MS card 128k 


Mam stg write parity 




A.A1 19 


11 


9dR99nR 


IVyiOD r^o+o ftf\%iki 

IVIon LfaXa TlOW Cara 


check. 




A-A1H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




1686 


A Alio 

A-Al LZ 


O"? 

o/ 


ovicoonc 
Z4bzZUb 


l\ilO ^^-^ "I OOI« 

Mo card iZok 


Main stg write parity 




A A1 10 


1 1 
1 1 


9AA99ni% 


1%/iCD r^<a4-'& A'^wr^ 
ivior' uaia Tiow cara 


check. 




A-A1 H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




loo7 


A A 1 I/O 

A-A1 


O"? 

87 


ovicoonc 
Z4dZZUD 


Mb card 1Zok 


Main stg write parity 




A A1 19 
M-M 1 


1 1 
1 1 


ZHDZ/.U3 


IVyiQD Do+o -flrkiAf i-korrl 

ivion Liaxa TIOW cara 


check. 




A-A1 H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




1 coo 


A AliiiO 

A-Al NZ 


50 


0>IC00C'1 

Z4dZZo1 


Mo card ZoDk 


Main stg write parity 




A A1 19 
M-M lUZ 






IVyiQD r^o+o fl#^iAf /^orrl 

ivior^ LfaXa TIOW caro 


check. 




A-Al H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




1689 


A A 1 lO 

A-A1JZ 


>IO 


O^fiOOrtC 

Z4oZZUb 


MoP Data flow card 


Main stg write parity 




A-Al M9 
M-M 1 IVI^ 






ivio Cara ZODK 


check. 




A-Al H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




lOoA 


A Alio 

A-Al LZ 


oO 


o^eoooi 
Z4dZZo 1 


Mo card Zbbk 


ividiri oiy wriitj pariiy 




A A1 19 
M-M 1 <JZ 


Aft 


9AA99flR 


IV/IOD r^a+o fl/\iA# oorri 

iviof Liaia TIOW caru 


check. 




A-A1H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




168b 


A-A1J2 


48 


2462205 


MSP Data flow card 


Mam stg wnte panty 




A-A1K2 


40 


2462261 


MS card 256k 


check. 




A-A1H2 


1 


2462204 


MSP Control card 






A-A1G2 


1 


2462203 


CSP card 




16E8 


A-A1G2 


59 


2462203 


CSP card 


Wrong MSP error. 




A-A1J2 


41 


2462205 


MSP Data flow card 




16EA 


A-A1G2 


94 


2462203 


CSP card 


MSP MSAR parity check. 




A-A1J2 


6 


2462205 


MSP Data flow card 




16Eb 


A-A1G2 


60 


2462203 


CSP card 


Wrong MSP error during 




A-A1J2 


40 


2462205 


MSP Data flow card 


cycle steal. 


16EC 


A-A1G2 


60 


2462203 


CSP card 


MSP MSAR parity check 




A-A1J2 


40 


2462205 


MSP Data flow card 


during cycle steal. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


16F0 


A-A1G2 


90 


2462203 


CSP card 


CSP LSR Parity check. 




A-A1F2 


5 


2462202 


Control panel card 


Re-IPL, if sign-on screen 
connes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL 


16F1 


A-A1K2/ 


75 


2462206 


MS card 128k 


MSP error: mam storage 




A-A1L2/ 
A-A1M2/ 




2462261 


MS card 256k 


access timeout. 
MSI PL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 




A-A1N2 








Otherwise, use SRC from 




A-A1U2 


20 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Re-IPL. 




A-A1J2 


5 


2462205 


MSP Data flow card 




16F2 


A-A1J2 


75 


2462205 


MSP Data flow card 


MSP error: Parity checks 




A-A1H2 
A-A1K2/ 


30 
15 


2462204 
2462206 
2462261 


MSP Control card 
MS card 128k 
MS card 256k 


MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 




A-A1L2/ 








Otherwise, use SRC from 




A-A1M2/ 








Re-IPL 




A-A1N2 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


16F3 


A-A1G2 


15 


2462203 


CSP card 


CSP channel error. 




A-A1C2 


15 


2462209 


DSA2 card 


MSIPL, if sign-on screen 




A-A1D2 


15 


2462201 


DSA1 card 




A-A1Q2 


15 


2462208 


WS adapter card 


comes up, use ERAP to 
obtain a new SRC. 








2462210 


WS controller card 


Otherwise, use SRC from 




A-A1T2 


15 


2462210 


ELCA controller card 


Re-IPL 








2462211 


SLCA pass-thru card 






A-A1U2 


5 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1P2 


5 


2462208 


WS adapter card 






A-A1F2 


5 


2462202 


Control panel card 






A-A1V2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1W2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1X2 


2 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1B2 


1 


2462200 


Disk A adapter 




16F4 


A-A1G2 
A-A1F2 


90 
5 


2462203 
2462202 


CSP card 

Control panel card 


CSP ECC error. 

MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


16F5 


A-A1G2 


75 


2462203 


CSP card 


Interrupt level 1 occurred 
from an unknown device. 
MSI PL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL 


16F6 


A-A1G2 
A-A1T2 

A-A1U2 


45 
45 

10 


2462203 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 


CSP card 

ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Interrupt level 2 occurred 
from an unknown device. 
MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL 


16F7 


A-A1G2 
A-A1Q2 


45 
45 


2462203 
2462208 
2462210 


CSP card 

WS adapter card 

WS controller card 


Interrupt level 3 occurred 
from an unknown device. 
MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL 


16F8 


A-A1 G2 
A-A1C2 
A-A1D2 
A-A1Q2 


20 
20 
20 
20 


2462203 
2462209 
2462201 
2462208 
2462210 


CSP card 
DSA2 card 
DSA1 card 
WS adapter card 
WS controller card 


Interrupt level 4 occurred 
from an unknown device. 
MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 
Re-IPL 
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SRC 


FRU 


% 


P/N 


FRU nP^PRIPTiniM 


ocnVILrt UUIVIIVIClM 1 o 


16FF 


A-A1G2 


30 


2462203 


CSP card 


Unknown CSP or MSP 




A-A1 H2 


10 


2462204 


MSP Control card 


problem. 




A-A1J2 


10 


2462205 


MSP Data flow card 


MSIPL, if sign-on screen 
comes up, use ERAP to 
obtain a new SRC. 
Otherwise, use SRC from 




A-Al K2/ 


10 


2462206 
2462261 


MS card 128k 
MS card 256k 




A-A1L2/ 








Re-iPL 




A-A1 Ivl2/ 








If ^RP in FRAP ic 1RFP nn 
II ono III CriMr la IDrr, gO 




A-A1N2 








to Procedure 136 CSP 
Intermittent Errors. 




A-A1 F2 


5 


2462202 


Control panel card 




AA1C2 


5 


2462209 


DSA2 card 






A-A1D2 


5 


2462201 


DSA1 card 






A-A1Q2 


5 


2462208 
2462210 


WS adapter card 
WS controller card 






A-A1T2 


5 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 






A-A1U2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 






A-A1V2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 






A-A1W2 


1 


2462212 

2462213 
2462215 


CSEIA card 

OQr^r^A tf^arrl 
\j>9UUr\ CdrQ 

CSX21 card 
CSV35 card 






A-A1X2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 





60 



D8 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1800 


A-A1T2 


50 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 


No failure detected. 
For communication line 




A-A1 U2 


5 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


problems, go to MIM 190. 
For MLCA controller 
problems look up the 
latest communication 
controller ERAP entries. 




A-A1V2 


5 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


If SRCs other than 1800 
are recorded, replace 
indicated FRUs. If the 
latest entries are 1800s, 
go to MIM 91 5 (Diagnostic 




A-A1W2 


5 


2462212 


CSEIA card 


Communication Controller 








2462214 


CSDDA card 


Problems). 

If no failure can be 

detected and no FRU 








2462213 


CSX21 card 








2462215 


CSV35 card 


information is obtained 




A-A1X2 


5 


2462212 
2462214 
2462213 


CSEIA card 
CSDDA card 
CSX21 card 


from controller ERAP, use 
the FRUs listed here as an 
intermittent FRU 




Xcable/ 




2462215 


CSV35 card 


replacement list. 

Note: For communication 




5 






line FRAPs (SDLC, BSC, 




Icable 








etc) the SRC field always 
contains a dummy number 
1800. 

Xcable = external cable 
Icable = internal cable 
(MIM 910) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1816 


A-A1T2 
A-A1U2 

A-A1V2 

A-A1W2 

A-A1X2 


95 
1 

1 

1 

1 


2462210 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 


ELCA controller 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CoDDA card 
CSX21 card 
CSV35 card 


Controller failure, 
controller wrap test 
failure. 

(MIM910) 


1830 










BSC Receive Time-out Data 
Mode. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


lool 










R*nP Mnt Data *sPt Rf»aHv 

See MIM Sections 30-510 to 
30-517 for more 
information. 


1 oo^ 










BSC Abortive Disconnect. 
See MIM Sections 30-510 to 
30-517 for more 
information. 


1833 










BSC Receive Adapter Check. 
See MIM Sections 30-510 to 
30-517 for more 
information. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1834 










BSC Transmit Adapter 
Check. 

See MIM Sections 30-510 to 
30-51 7 for more 
information. 


1835 










BSC Block Check (LRC/CRC/ 
VRC) error. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


1836 










BSC Receive Time-out. 
See MIM Sections 30-510 to 
30-517 for more 
information. 


1837 










BSC not valid ASCII 
Character. 

See MIM Sections 30-510 to 
30-517 for more 
information. 


1838 










SDLC Adapter Check 

(Overrun / Underrun). 

See MIM Sections 30-520 to 

30-527 for more 

information. 


1839 










SDLC Abortive Disconnect 
(DCE clear; X.21 only). 
See MIM Sections 30-520 to 
30-527 for more 
information. 


183 A 










SDLC Not Data Set Ready. 
See MIM Sections 30-520 to 
30-527 for more 
information. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


183b 










SDLC Time-out (if primary 
station, this is a 
16-second nonproductive 
time-out. If secondary, 
this is a 32-second 
inactivity time-out). 
See MIM Sections 30-520 to 
30-527 for more 
information. 


183C 










SDLC Idle Detected 

(primary station). 

See MIM Sections 30-520 to 

30-527 for more 

information. 


183d 










SDLC not valid Frame. 
See MIM Sections 30-520 to 
30-527 for more 
information. 


183E 










SDLC Frame Check (data 
check). 

See MIM Sections 30-520 to 
oU-oz/ tor more 
information. 


183F 










SLDC Receive Buffer 
Overrun. 

See MIM Sections 30-520 to 
30-527 for more 
information. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1840 


A-A1U2 

A-A1V2 

A-A1W2 

A-A1X2 

A-A1T2 


19 
19 
19 
19 
20 


2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462210 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller 


XPAR test failed on 
multiple communications 
adapters. Controller wrap 
test failure. 
(MIM910) 


1841 


A-A1U2 
A-A1T2 


95 

5 


2462212 
2462214 
2462213 
2462215 
2462210 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller 


XPAR test failed on line 1 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 
(MIM910) 


1842 


A-A1V2 
A-A1T2 


95 
5 


2462212 
2462214 
2462213 
2462215 
2462210 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller 


XPAR test failed on line 2 
communication line 
adapter. Communications 
line adaptor type is 
unknown. Controller wrap 
test fail. 
(MIM910) 


1843 


A-A1W2 
A-A1T2 


95 
5 


2462212 
2462214 
2462213 
2462215 
2462210 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller 


XPAR test failed on line 3 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 
(MIM910) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1844 


A-A1X2 
A-A1T2 


95 
5 


2462212 
2462214 
2462213 
2462215 
2462210 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller 


XPAR test failed on line 4 
communication line 
adapter. Communications 
line adapter type is 
unknown. Controller wrap 
test fail. 
(MIM 910) 


1849 


A-A1U2/ 
A-A1V2/ 

A-A1X2 
A-A1T2 


96 
1 


2462212 

2462210 
2462211 


CSEIA card 

ELCA controller card 
SLCA pass-thru card 


EIA/CCITT communication 
line adapter failure. 
Basic communication 
diagnostic test failure. 
(MIM 910) 


184 A 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

A-A1T2 


96 
1 


2462214 

2462210 
2462211 


CSDDA card 

ELCA controller card 
SLCA pass-thru card 


DDSA communication line 
adapter failure. 

(MIM 910) 


184b 


A-A1U2/ 

A-A1W2/ 

A-A1X2 

A-A1T2 


96 
1 


2462213 

2462210 
2462211 


CSX21 card 

ELCA controller card 
SLCA pass-thru card 


X.21 communication line 
adapter failure. 
Basic communication 
diagnostic test failure. 
(MIM 910) 


184C 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

A-A1T2 


96 
1 


2462215 
2462210 


CSV35 card 
ELCA controller 


V.35 communication line 
adapter failure. 
Basic communication 

uiayriUoliu i6bL Taiiuic. 

(MIM 910) 


1858 


Xcable 


99 






EIA/CCITT external cable 
failure. Cable P/N 2453129 
Basic communication 
diagnostic test failure. 
(MIM 910) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1859 


Xcable 


99 






Autocall external cable 
failure. Cable P/N 2453129 
Basic communication 
diagnostic test failure. 
(MIM 910) 


185 A 


Xcabte 
DCE 


50 
50 




Data comm equip 


X.21 external cable or DCE 
failure. Cable P/N 2453143 
Basic communication 
diagnostic test failure. 
(MIM 910) 


185b 


Xcable 
Modem 


50 
50 






V.35 external cable or 
modem. 

Cable P/N 2462238 
Basic comnnunication 
diagnostic test failure. 
(MIM 910) 


185C 


Xcable 


99 






DDSA external cable 
failure. Cable P/N 2453145 
Basic communication 
diagnostic test failure. 
(MIM 910) 


1860 


Lmodem 
Network 
Rmodem 


60 
20 
6 






LPDA local /remote status 
test (no response from 
local modem). 
Lmodem ■ local modem 
Rmodem - remote modem 
(MIM 910) 
See modem manual. 


1868 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local /remote status 
test. 

Local data quality = 8. 
Lmodem = local modem 
Rmodem = remote modem 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMIVIENTS 


1869 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LP DA local /remote status 
test. i , 
Local data quality = 9. ' 
Lmodem = local moderr) 
Rmodem = remote modern . 
Basic communication *• * / 
diagnostic test failure. 

(MIM910) 

See modem manual. v > 

0^ — 


186 A 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local /remote statu^^^ 
test. 

Local data quality = 10. 

Lmodem = local modem \ V 

Rmodem = remote modem \ ; 

Basic communication ^ 

diagnostic test failure. 

(MIM910) 

See modem manual. 


186b 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local/remote status 
test. 

Local data quality =11. 

Lmodem = local modem 

Rmodem = remote modem 

Basic communication 

diagnostic test failure. 

(MIM910) 

See modem manual. 


186C 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local/remote status 
test. 

Local data quality = 12. 

Lmodem ■= local modem 

Rmodem « remote modem 

Basic communication 

diagnostic test failure. 

(MIM910) 

See modem manual. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


186d 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local /remote status 

test^ 

Local data quality =13. 
Lmodem = local modem 
Rmodem = remote modem 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 




Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local /remote status 
test. 

Local data quality -14. 
Lmodem - local modem 
Rmodem - remote modem 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


186F 


Network 
Lmodem 
Rmodem 


55 
35 
6 






LPDA local /remote status 
test. 

Local data quality =15. 
Lmodem ■ local modem 
Rmodem - remote modem 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


1870 


DCE 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


40 
30 

20 
10 


2462215 


Data comm equip 
CSV35 card 


Adapter error Japan V.35 
DCE wrap test 1. 
Xcable - V.35 external 
cable P/N 2462238 
Icable - internal cable 
Basic communication 
diagnostic test failure. 
(MIM 910) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1871 


Lmodem 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

icable 


40 
30 

20 
10 


2462215 


CSV35 card 


Adapter error Japan V.35 
DCE wrap test 2. 
Acabie - v.ob external 
cable P/N 2462238 
icable = internal cable 
Lmodem « local modem 
Basic communication 
diagnostic test failure. 
(MIM910) 


1872 


DCE 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


40 

30 

20 
10 


2462213 


Data comm equip 
CSX21 card 


Adapter error during X.21 
DCE test or cable tower 
wrap. Xcable = X.21 
external cable P/N 2453143 
Icable = internal cable 
Basic communication 
diagnostic test failure. 
(MIM910) 


1873 


DCE 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


40 
30 

20 
10 


2462212 


Data comm equip 
CSEIA card 


EIA/CCITT adapter error 
Japan cable wrap transmit 
to receive. Xcable * EIA 
external cable P/N 2453129 
icable =° internal cable 
Basic communication 
diagnostic test failure. 
(iVliM910) 


1874 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


50 

35 
15 


2462212 


CSEIA card 


EIA/CCITT adapter error 
Japan cable wrap DTR DSR 

Xcable ■ EIA external 
cable P/N 2453129 
Icable - internal cable 
Basic communication 
diagnostic test failure. 
(MIM910) 



70 



D18 



oriv^ 


FRU 


% 


P/N 






1875 


Lmodem 


40 






EIA/CCITT adapter error 




A-A1U2/ 


30 


2462212 


CSEIA card 


Japan cable wrap, no 












receive timing. 
Lmodem - local modem 




A-A1W2/ 








Xcable = EIA external 




A-A1X2 








cable P/N 2453129 




Xcable 


20 






Icable = internal cable 




Icable 


10 






Basic communication 








diagnostic test failure. 
(MIM910) 


1880 


Cardi 
Card 2 
Card 3 
Coupler 
CALA 


40 
30 
20 
5 
5 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 - receiver card. 
Card 3 - processor card. 
Coupler = modem coupler. 
CALA = Comm Adapter, Line 
Adapter or Cables. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 



El 



71 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1881 


Coupler 
Card 3 
Card 2 
Cardi 


90 
2 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 * receiver card. 
Card 3 * processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 


1882 


Card 3 
Cardi 
Coupler 
Card 2 


91 
3 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 « front end card. 
Card 2 = receiver card. 
Card 3 - processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



72 



E2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1883 


Card 3 
Coupler 
Card 2 
Card 1 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


1884 


Card 2 
Card 1 
Card 3 
Coupler 


72 
15 
10 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



E3 



73 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1885 


Card 2 
Coupler 
Cardi 
Card 3 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure) 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 ■ front end card. 
Card 2 = receiver card. 
Card 3 processor card. 
Coupler * modem coupler. 
Basic communicatjion 
diagnostic test fa^Kife. 
(MIM 910) 
See modem manual. 


1886 


Card 2 
Card 3 
Coupler 
Cardi 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU cal louts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



74 



E4 




SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1887 


Card 2 
Card 3 
Coupler 
Cardi 


40 
27 
25 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 - receiver card. 
Card 3 - processor card. 
Coupler ■ modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 


1888 


Cardi 
Coupler 
Card 2 
Card 3 


73 
5 
5 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 - front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler - modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 



E5 



75 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1889 


Cardi 
Coupler 
Card 2 
Card 3 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler - modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 


188 A 


Cardi 
Card 3 
Coupler 
Card 2 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 



76 



E6 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


188b 


Cardi 
Card 3 
Coupler 
Card 2 


40 

27 
25 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU cailouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 


188C 


Cardi 
Card 2 
Card 3 
Coupler 


50 
40 
2 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU cailouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 » processor card. 
Coupler - modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



E7 



77 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


188d 


Card1 
Card 2 
Coupler 
Cards 


40 

27 
25 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local tPDA modem - no P/N 

supplied. 

Card 1 » front end card. 
Card 2 ^ receiver card. 
Card 3 « processor card. 
Coupler » modemxoupler. 
Basic communicatibcj^, . 
diagnostic test failure:" 
(MIM910) 
See modem manual. 


188E 


Card 2 
Cards 
Coupler 
Cardi 


40 

27 
25 
2 






LPDA local selftest error 
(local external modem 
failure). 

FRU callouts, see 

local LPDA modem - no P/N 

supplied. 

Card 1 * front end card. 
Card 2 = receiver card. 
Card 3 » processor card. 
Coupler ~ modem coupler. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



78 



E8 





FRIJ 


to 


P/N 


FPU nFSCRIPTION 


SERVICE COMMENTS 


188F 


Coupler 


20 






LPDA local selftest error 




Card 3 


20 






(local external modem 




Card 7 








failure). 

FRU callouts, see 




ward 1 


on 






local modem - no P/N 












supplied. 












Card 1 = front end card. 












Card 2 = receiver card. 












Card 3 = processor card. 












Coupler = modem coupler. 












Check that local modem 












switch is set to LPDA 












mode. 












Basic communication 












diagnostic test failure. 












(MIM910) 












See modem manual. 


1890 


A-A1U2/ 


60 


2462212 


CSEIA card 


EIA end of cable wrap 




A-A1V2/ 








failure (every FRU). 




A-A1W2/ 








Xcable — EIA external 




A-A1X2 








rahlp P/M 94.R'^19Q 




Xcable 


30 






Icable = internal cable 




Icable 


10 






Basic communication 












diagnostic test failure. 












(MIM 910) 


1891 


A-A1U2/ 


80 


2462212 


CSEIA card 


EIA cable tower wrap 




A-A1V2/ 








failure (CA & ICable) or 




A-A1W2/ 








A.C. cable tower wrap 
failure (CA & ICable) 




A-A1X2 








Icable =° internal cable 




Icable 


20 






Basic communication 












diagnostic test failure. 












(MIM 910) 



E9 



79 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1892 


A-A1U2/ 

A'MVl/ 

A-A1W2/ 

A-A1X2 

Xcable 

icable 


60 

30 
10 


2462214 


CSDDA card 


DDSA end of cable wrap 
failure Xcable ~ DDSA 
external cable P/N 2453145 
icable - Internal cable 
Basic communication 
diagnostic test failure. 
(MIM910) 


1893 


A-A1U2/ 

A'MMl/ 

A-A1W2/ 

A-A1X2 

Icable 


80 
20 


2462214 


CSDDA card 


DDSA cable tower wrap 
failure (CA h iCable) 
Icable = internal cable 
Basic communication 
diagnostic test failure. 
(MIM910) 


1894 


A-A1U2/ 

AMVl/ 

A-A1W2/ 

A-A1X2 

Icable 


80 
20 


2462213 


CSX21 card 


X.21 cable tower wrap 
failure (CA & ICable) 
Icable = internal cable 
Basic communication 
diagnostic test failure. 
(MIM910) 


1895 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Icable 


80 

20 


2462215 


CSV35 card 


V.35 WB cable tower wrap 
failure (CA & ICable) 
Icable = internal cable 
Basic communication 
diagnostic test failure. 
(MIM 910) 


1896 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


60 

30 
10 


2462212 


CSEIA card 


Autocall end of cable wrap 
failure (every FRU). 
Xcable - A. C. external 
cable P/N 2453129 
Icable " internal cable 
Basic communication 
diagnostic test failure. 
(MIM 910) 



80 



E10 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18A0 


Lmodem 
Network 


90 
10 






LPDA local status test 
error (no response f ronr) 
local modem). 
Lmodem - local modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


18A8 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality - 8) 
Lmodem - local modem. 
Rmodem - remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


18A9 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality = 9) 
Lmodem = local modem. 
Rmodem * remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


18AA 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality =10) 
Lmodem = local modem. 
Rmodem « remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



E11 



81 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18Ab 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality ■ 1 1 ) 
Lmodem = local modem. 
Rmodem = remote modem. 
Basic communication 
diagnostic test failure. 
(MIM910) 
See modem manual. 


18AC 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality = 1 2) 
Lmodem - local modem. 
Rmodem = remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


18 Ad 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality = 1 3) 
Lmodem = local modem. 
Rmodem - remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 


18AE 


Network 
Lmodem 
Rmodem 


65 
16 
16 






LPDA local status test 
error (data quality = 14) 
Lmodem - local modem. 
Rmodem ■ remote modem. 
Basic communication 
diagnostic test failure. 
(MIM 910) 
See modem manual. 



82 



E12 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1 O A C 

loAr 


Network 
Lmodem 
Rmodem 


Db 

16 
16 






1 PHA lnr>al etatiic toot 

error (data quality - 1 5) 

Lmodem = local modem. 

Rmodem - remote modem. 

Basic communication 

diagnostic test failure. 

(MIM910) 

See modem manual. 


18b0 










Line allocation failed 
(return code not 
recognized) or test 
selection is not valid. 

rroyram error. 


18b7 










Remote loopback test 
failure. Suspected 
external operator problem 
from problem determination 
test. 

(MIM910) 


18b8 


Xmodem 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


80 
12 

6 
2 


2462212 


CSEIA card 


No DSR from external modem 
Xmodem * external modem 
Xcable ■ EIA external 
cable P/N 2453129 
Icable " internal cable 

(MIM910) 


18b9 


Xmodem 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


80 
12 

6 
2 


2462212 


CSEIA card 


No CIS from external modem 
Xmodem ■ external modem 
Xcable - EIA external 
cable P/N 2453129 
Icable ■ internal cable 

(MIM910) 



E13 



83 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18b A 


Xmodem 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


80 
12 

6 
2 


2462212 


CSEIA card 


No external receive clock 
from external modem. 
Xcable EIA external 
cable P/N 2453129 
Icable » Internal cable 
Xmodem « external modem 
(MIM910) 


18bb 


Xmodem 

A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 

Xcable 

Icable 


80 
12 

6 
2 


2462212 


CSEIA card 


External modem failure. 
Xmodem - external modem 
Xcable " EIA external 
cable P/N 2453129 
Icable » internal cable 

(MIM 910) 


18bE 


Xmodem 


99 






External modem failure. 
(Modem is only FRU) 
If this is Japan and an 
EIA/CCITT interface, 
suspect missing clocking 
from the modem. 
(MIM 910) 


18bF 










Modem is wrong type for 
selected test or test 
selection is not valid. 
(Program error) 
(MIM 910) 


18C0 


Network 
Rmodem 
Lmodem 


50 
45 
5 






LPDA remote selftest error 
(no response from remote 
modem). 

Lmodem * Local modem 
Rmodem ■ remote modem 
(MIM 910) 
See modem manual. 



84 



E14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18C1 


Coupler 
Card 3 
Card 2 
Cardi 


90 
2 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

QiinnliAH 

Card 1 « front end card. 
Card 2 - receiver card. 
Card 3 - processor card. 
Coupler = modem coupler. 
(MIM 910) 
See modem manual. 


18C2 


Card 3 
Cardi 
Coupler 
Card 2 


91 
3 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

Card 1 - front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler * modem coupler. 
(MIM 910) 
See modem manual. 


18C3 


Card 3 
Coupler 
Cardi 
Card 2 


50 
40 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 ■ front end card. 
Card 2 « receiver card. 
Card 3 ** processor card. 
Coupler = modem coupler. 
(MIM 910) 
See modem manual. 



El 5 

85 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18C4 


Card 2 
Cardi 
Card 3 
Coupler 


72 
15 
10 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 * front end card. 

Card 2 - receiver card. 

Card 3 « processor card. 

Coupler « modem coupler. 

(MIM910) 

See modem manual. 


18C5 


Card 2 
Coupler 
Cardi 
Card 3 


50 
40 

2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 = front end card. 
Card 2 = receiver card. 
Card 3 = processor card. 
Coupler = modem coupler. 
(MIM 910) 
See modem manual. 


18C6 


Card 2 
Card 3 
Coupler 
Cardi 


50 
40 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

Card 1 " front end card. 
Card 2 - receiver card. 
Card 3 - processor card. 
Coupler ■ modem coupler. 
(MIM 910) 
See modem manual. 



E16 



86 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18C7 


Card 2 
Card 3 
Coupler 
Cardi 


40 

27 
25 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU caliouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 = front end card. 
Card 2 - receiver card. 
Card 3 = processor card. 
Coupler ~ modem coupler. 
(MIM 910) 
See modem manual. 


18C8 


Cardi 
Coupler 
Card 3 
Card 2 


73 
5 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 - front end card. 
Card 2 - receiver card. 
Card 3 « processor card. 
Coupler ~ modem coupler. 
(MIM 910) 
See modem manual. 


18C9 


Cardi 
Coupler 
Card 3 
Card 2 


50 
40 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 - front end card. 
Card 2 " receiver card. 
Card 3 « processor card. 
Coupler - modem coupler. 
(MIM 910) 
See modem manual. 



E17 



87 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18CA 


Cardi 
Card 3 
Coupler 
Card 2 


50 
40 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 « front end card. 
Card 2 ^ receiver card. 
Card 3 ^ processor card. 
Coupler modem coupler. 
(MIM 910) 
See modem manual. 


18Cb 


Cardi 
Card 3 
Coupler 
Card 2 


40 

27 
25 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 « front end card. 
Card 2 * receiver card. 
Card 3 = processor card. 
Coupler - modem coupler. 
(MIM 910) 
See modem manual. 


18CC 


Cardi 
Card 2 
Card 3 
Coupler 


50 
40 
2 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU callouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 ■ front end card. 
Card 2 * receiver card. 
Card 3 - processor card. 
Coupler " modem coupler. 
(MIM 910) 
See modem manual. 



E18 

88 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18Cd 


Card 1 
Card 2 
Coupler 
Card 3 


40 
27 
25 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU caliouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 = front end card. 

Card 2 = receiver card. 

Card 3 = processor card. 

Coupler = modem coupler. 

(MIM910) 

See modem manual. 


18CE 


Card 2 
Card 3 
Coupler 
Cardi 


40 

27 
25 
2 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU caliouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 = front end card. 

Card 2 = receiver card. 

Card 3 = processor card. 

Coupler = modem coupler. 

(MIM910) 

See modem manual. 


18CF 


Coupler 
Card 3 
Card 2 
Card 1 


20 
20 
20 
20 






LPDA remote selftest error 
(remote LPDA modem 
failure). 

FRU caliouts, see 

remote LPDA modem - no P/ 

supplied. 

Card 1 * front end card. 
Card 2 » receiver card. 
Card 3 » processor card. 
Coupler = modem coupler. 
(MIM 910) 
See modem manual. 



A1 



89 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18d8 










AUTOCALL Data Line 
Occupied (DLO) error. 
See MIM Sections 30-540 to 
30-547 for more 
information. 


18d9 










AUTOCALL Abandon Call 

Retry (ACR) error. 

See MIM Sections 30-540 to 

30-547 for more 

information. 


18dA 










AUTOCALL Present Next 

Digit (PND) error. 

See MIM Sections 30-540 to 

30-547 for more 

information. 


18db 










AUTOCALL Distant Station 
Connected (DSC) error. 
See MIM Sections 30-540 to 
30-547 for more 
information. 


18dC 










AUTOCALL Power Indicate 
(PWI) error. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


18dd 










AUTOCALL unit has received 
a command that was not 
valid. 

See MIM Sections 30-540 to 
30-547 for more 
information. 


18dE 










AUTOCALL unit has received 
a telephone number with a 
length of zero. 

See MIM Sections 30-540 to 
30-547 for more 
information. 



A2 



90 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18dF 










AUTOCALL Data Terminal 
Ready (DTR) is off for the 
communications line. 
See MIM Sections 30-540 to 
30-547 for more 
information. 


18E0 


Network 
Rmodem 
Lmodem 


45 
45 
6 






LPDA local /remote status 
test {no response from 
remote modem). 
Rmodem * remote modem 
Lmodem " local modem 
(MIM 910) 
See modem manual. 


18E8 


Network 
Rmodem 
Lmodem 


65 
16 
16 






LPDA local /remote test 
(remote data quality * 8) 
Rmodem » remote modem 
Lmodem * local modem 
(MIM 910) 
See modem manual. 


18E9 


Network 
Rmodem 
Lmodem 


75 
11 
11 






LPDA local /remote test 
(remote data quality * 9) 
Rmodem = remote modem 
Lmodem * local modem 
(MIM 910) 

5%AA mnHfum mAniidl 

vVww IllWVlCrlii ilieillUdU 


18EA 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 
(remote data quality * 10) 
Rmodem « remote modem 
Lmodem - local modem 
(MIM 910) 
See modem manual. 


18Eb 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 
(remote data quality *= 1 1 ) 
Rmodem * remote modem 
Lmodem == local modem 
(MIM 910) 
See modem manual. 



A3 



91 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18EC 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 

(remote data quality - 12) 

Rmodem « remote modem 

Lmodem = local modem 

(MIM910) 

See modem manual. 


18Ed 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 
(remote data quality * 13) 
Rmodem * remote modem 
Lmodem - local modem 
(MIM 910) 
See modem manual. 


18EE 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 
remote data quality « 14) 
Rmodem = remote modem 
Lmodem « local modem 
(MIM 910) 
See modem manual. 


18EF 


Network 
Rmodem 
Lmodem 


85 
6 
6 






LPDA local /remote test 
(remote data quality =15) 
Rmodem = remote modem 
Lmodem - local modem 
(MIM 910) 
See modem manual. 


18F1 










LPDA remote test. Remote 
modem test can not be run 
Modem is not configured as 
a control modem. 
Configuration error or 
wrong test selection. 
(MIM 910) 


18F2 










X.21 Adapter Check 
(Overrun) occurred while 
attempting to make a call. 
See MIM Sections 30-550 to 
30-555 for more 
information. 



A4 



92 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


18F3 










X.21 DCE was not ready or 
did not become ready after 
a dear. 

See MIM Sections 30-550 to 
30-555 for more 

information. 


18F4 










X.21 DCE clear was done 
while attempting to make a 
call. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


18F5 










X.21 DCE responded to the 

selection sequence with a 

2X through 8X call 

progress signal. 

See MIM Sections 30-550 to 

30-555 for more 

information. 


18F6 










X.21 Parity error was 
sensed while attempting to 
make a call. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


18F7 










X.21 T3A Time-out. The DCE 

did not respond after 

responding with a call 

progress signal. 

See MIM Sections 30-550 to 

30-555 for more 

information. 



A5 

93 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 












X.21 T3B Time-out. The DCE 
did not respond after 
responding with a 01 , 02, 
or 03 call progress 
signal. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


18F9 










X.21 T2 Time-ou^i Th^ DCE 
did not respond to\hflf 
selection sequence.^% 
See MIM Sections 30-550 to 
30-555 for more 
information. 


18FA 










X.21 T1 Time-out. The DCE 
did not respond to a call 
request. 

See MIM Sections 30-550 to 
30-555 for more 
information. 


18Fb 










X.25 Normal completion. 

Caa MIM Qortinn« '^O-'iRn tn 

IVIIIVI OOi«UUIIo \f\J \J\J\J WJ 

30-567 for more 
information. 


18FC 










X.25 Error completion. 

MIM ^Artlnn«t '^O-BfiO tn 

i^OO IVIIIVI wtn<llV/IID wV/ wW UJ 

30-567 for more 
information. 


18Fd 










X.25 Attention completion. 
See MIM Sections 30-560 to 
30-567 for more 
information. 


18FE 










Unknown recoverable 
communications error. 
See MIM Section 30-500 for 
more information. 



A6 



94 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1901 


A-A1C2/ 
A-A1D2 


90 


2462209 
2462201 


DSA2 card 
DSA1 card 


Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 
(MIM 105,802) 


1902 


A-A1B2 
A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A>A1D2 FRU instead. 
"- Data Protect" line 
may be the problem. 
See SRC 2302. 
(MIM 105, 802) 


1903 


A-A1A2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk B adapter 
DSA2 card 
DSA1 card 


Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 
(MIM 105,802) 



A7 



95 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


l«7UD 


A.AI AO 


uu 


o^fioonn 


I^ISK D auapier 


Run disk probldm 




G-XXXX 


30 




determination procedures 








before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM 105, 802) 


190 A 


A-A1B2 


60 


2462200 


Disk A adapter 


Run disk problem 




F-XXXX 


30 




determination procedures 








before replacing any FRUs. 
Run Pack Analysis and 
follow the recommended 
action (MIM 338). 
Reload SSP or ', 
Customize (MIM 324). 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM 105,802) 




A A1 AO 


bU 


Z40ZZUU 


LiiSK D aaapter 


Run disk problem 




G-XXXX 


30 




determination procedures 








before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM 105, 802) 


1Q0H 




an 




I^iqIc R AHantAr 
la^ioiv D auapiiOi 


Run disk problem 




G-XXXX 


30 




determination procedures 








before replacing any FRUs. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM 105, 802) 



96 



A8 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


190E 










Permanent ECC check sector 












reassigned to new lector. 












Customer may need to run 












"BUILD" procedure. 












(MIM 105, 802) 


1920 


Drive A 








Disk Interface Parity 




A-A1B2 


50 


2462200 


Disk A adapter 


Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






Drive B 








(MIM 105) 




A-A1A2 


50 


2462200 


Disk B adapter 






GA1A2 


40 


1616312 


60MB Digital card 




1921 


Drive A 








Card Unsafe Check. 




r-D 1 AO 




•IU*I*IZ/Z 


ouiviD Analog cara 










1 D1 OoZh 


DUiviD Analog cara 






C A1 AO 
r-A 1 AZ 


oU 


1D1D«51Z 


oUiviD uigitai cara 










ID iDolZ 


ouiviD uigiiai cara 






F-C1A1 


10 


1616814 


Drive card 






F-DE 


10 


1616699 


A2 (30MB HDA) 






Drive B 




1616119 


A3 (60MB HDA) 


(MIM 105) 












G-B1A3 


40 


1616324 


60MB Analog card 






Q-A1A2 


30 


1616312 


60MB Digital card 






G-C1A1 


10 


1616814 


Drive card 






G-DE 


10 


1616119 


A3 (60MB HDA) 





A9 



97 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1922 


Drivo A 








DE Unsafe Check. 




F-A1A2 


40 


1616312 


30MB DIaitai card 










1616312 

1 w I WW 1 mt 


60I\/IB Diaital oarH 








30 

WW 


4044272 


30IWIB Analna rarri 










161632d 


ftOll/IR Anainn r>arrl 






A-AI B2 


20 


2462200 








P-01 A1 


R 
w 


1616814 








F-DE 


1 


1616699 


A2 (30MB HDA) 










1616119 


A3 (60MB HDA) 






Drive B 








(MIM 105) 




G-A1A2 


40 


1616312 


60MB Digital card 






G-B1A3 


30 


1616324 


60MB Analog card 






A-A1A2 


20 


2462200 


Disk B adapter 






G-C1A1 


5 


1616814 


Drive card 






G-DE 


1 


1616119 


A3 (60MB HDA) 














Operation Unsafe Check. 




A-AI 82 


40 


2462200 


Di^lc A adanl'or 






F-A1A2 


30 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-B1A3 


20 


4044272 


30MB Analog card 










1616324 


60MB Analog card 


(MIM 105) 




Drive B 








A-A1A2 


40 


2462200 


Disk B adapter 






G-A1A2 


30 


1616312 


60MB Digital card 






G-B1A3 


20 


1616324 


60MB Analog card 





A10 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1924 


Drive A 








Seek Unsafe Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-B1A3 


30 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






A-A1B2 


20 


2462200 


Disk A adapter 






F-C1A1 


5 


1616814 


Drive card 






F-DE 


1 


1616699 


A2 (30MB HDA) 










1616119 


A3 (60MB HDA) 






Drive B 








(MiM 105) 




G-A1A2 


40 


1616312 


60MB Digital card 






G-B1A3 


30 


1616324 


60MB Analog card 






A-A1A2 


20 


2462200 


Disk B adapter 






G-CIAI 


5 


1616814 


Drive card 






G-DE 


1 


1616119 


A3 (60MB HDA) 




1925 


Drive A 








Sync Unsafe Check. 




F-A1A2 


50 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-C1A1 


40 


1616814 


Drive card 






Drive B 








(MIM 105) 




G-A1A2 


50 


1616312 


60MB Digital card 






G-C1A1 


40 


1616814 


Drive card 




1926 


Drive A 








Sync Unsafe Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-B1A3 


30 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






A-A1B2 


20 


2462200 


Disk A adapter 






F-C1A1 


5 


1616814 


Drive card 






F-DE 


1 


1616699 


A2 (30MB HDA) 










1616119 


A3 (60MB HDA) 






Drive B 








(MIM 105) 




G-A1A2 


40 


1616312 


60MB Digital card 






G-B1A3 


30 


1616324 


60MB Analog card 






A-A1A2 


20 


2462200 


Disk B adapter 






G-C1A1 


5 


1616814 


Drive card 






G-DE 


1 


1616119 


A3 (60MB HDA) 





All 



99 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTIOIM 


SERVICE COMMENTS 


1927 


Drive A 








Servo Unsafe Check. 




F-B1A3 


40 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






F-A1A2 


30 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-C1A1 


15 


1616814 


Drive card 






F-DE 


5 


1616699 


A2 (30MB HDA) 






Drive B 




1616119 


A3 (60MB HDA) 


(MIM 105) 












G-B1A3 


40 


1616324 


60MB Analog card 






G-A1A2 


30 


1616312 


60MB Digital card 






G-C1A1 


15 


1616814 


Drive card 






G-DE 


5 


1616119 


A3 (60MB HDA) 




1928 


Drive A 








Motor/ Proc Unsafe Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-C1A1 


30 


1616814 


Drive card 






F-DE 


25 


1616699 


A2 (30MB HDA) 










1616119 


A3 (60MB HDA) 






Drive B 






fiWIlM inR\ 

\IVIIIVI lUO/ 




G-A1A2 


40 


1616312 


60MB Digital card 






G-C1A1 


30 


1616814 


Drive card 






G-DE 


25 


1616119 


A3 (60MB HDA) 




1929 


Drive A 








Interrupt Timeout Check. 




A-A1C2/ 


50 


2462209 


DSA2 card 


If the A-AiC2 FRU is not 








On 1 OCII u 


installed, replace the 
A-A1D2 FRU instead. 




A A •! DO 

A-Al oZ 


40 


24o220u 


Disk A adapter 






Drive B 












A-A1C2 


50 


2462209 


DSA2 card 


(MIM 105) 




A-A1A2 


40 


2462200 


Disk B adapter 




192A 


A-A1C2/ 


90 


2462209 


DSA2 card 


Cycle Steal Address Check 




A-A1D2 




2462201 


DSA1 card 


If the A-A1C2 FRU is not 
















installed, replace the 












A-A1D2 FRU instead. 












(MIM 105) 



100 



A12 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMIVIENTS 


192b 


Drive A 








Command Parity Check. 




A-A1C2/ 

A-A1D2 

A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 








(MiM 105) 




A-A1C2 


50 


2462209 


DSA2 card 




A-A1A2 


40 


2462200 


Disk B adapter 




192C 


A-A1C2/ 


90 


2462209 


DSA2 card 


Cycle Steal Parity Check. 




A-A1D2 




2462201 


DSA1 card 


If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 
(MIM 105) 


192d 


A-A1C2/ 


90 


2462209 


DSA2 card 


DBA Buffer Write Check. 




A-A1D2 




2462201 


DSA1 card 


If the A-A1C2 FRU is not 
installed, replace the 
A- A 1 uz. rnu insieau. 
(MIM 105) 


192E 


Drive A 








interface Timeout Check. 




A-A1B2 

A-A1C2/ 

A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


If thp A- A1 O FRl J iQ nnt 

installed, replace the 
A-A1 D2 FRU instead. 




Drive B 








(MIM 105) 




A-A1A2 


50 


2462200 


Disk B adapter 




A-A1C2 


40 


2462209 


DSA2 card 




192F 


Drive A 








DSA Data Bus Parity Check 




A-A1C2/ 

A-A1D2 

A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 




Drive B 








(MiM 105) 




A-A1C2 


50 


2462209 


DSA2 card 




A-A1A2 


40 


2462200 


Disk B adapter 





A13 



101 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1930 


Drive A 
A-A1B2 
F-A1A2 

A-A1C2/ 

A-A1D2 

Drive B 

A-A1A2 

G-A1A2 

A-A1C2 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
2462209 
2462201 

2462200 
1616312 
2462209 


Disk A adapter 
30MB Digital card 
60MB Digital card 
DSA2 card 
DSA1 card 

Disk B adapter 
60MB Digital card 
DSA2 card 


Data Overrun Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 

(MIM 105) 


1931 


Drive A 
A-A1B2 
F-B1A3 

F-C1A1 
F-DE 


50 
30 

10 
1 


2462200 
4044272 
1616324 
1616814 
1616699 
1616119 


Disk A adapter 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


CRC/ECC Check. 

Have customer run 
"BUILD" procedure first 
if problenn persists, 
replace FRU. 

Run Pack Analysis 
(MIM 338). 




Drive B 
A-A1A2 
G-B1A3 
G-C1A1 
G-DE 


50 
30 
10 
1 


2462200 
1616324 
1616814 
1616119 


Disk B adapter 
60MB Analog card 
Drive card 
A3 (60MB HDA) 


(MIM 105) 


1932 


Drive A 
A-A1B2 
F-B1A3 

F-C1A1 
F-DE 


50 
30 

10 
1 


2462200 
4044272 
1616324 
1616814 
1616699 
1616119 


Disk A adapter 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


No Record Found Check. 

Have customer run 
"BUILD" procedure first 
If problem persists, 
replace FRU. 

Run PAplf AriAlx/QiQ 
(MIM 338). 




Drive B 
A-A1A2 
G-B1A3 
G-C1A1 
G-DE 


50 
30 
10 
1 


2462200 
1616324 
1616814 
1616119 


Disk B adapter 
60MB Analog card 
Drive card 
A3 (60MB HDA) 


(MIM 105) 



A14 



102 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1933 


Drive A 
A-A1B2 
A-A1C2/ 
A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Command Cycle Parity 
Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 
A-A1A2 
A-A1C2 


50 
40 


2462200 
2462209 


Disk B adapter 
DSA2 card 


(MIM 105) 


1934 


Drive A 
A-A1B2 
F-A1A2 

F-B1A2 
Drive B 
A-A1A2 
G-A1A2 
G-B1A2 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
2453100 

2462200 
1616312 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
Signal cable 

Disk B adapter 
60MB Digital card 
Signal cable 


Cable Continuity Check. 
Ensure that cable F-B1 A2 
or G-B1A2 is plugged in 
properly. 

(MIM 105) 


1935 


Drive A 
A-A1C2/ 
A-A1D2 
A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


Data Cycle Parity Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 




Drive B 
A-A1C2 
A-A1A2 


50 
40 


2462209 
2462200 


DSA2 card 
Disk B adapter 


(MIM 105) 


1936 


Drive A 
A-A1B2 

Drive B 
A-A1A2 


40 
40 


2462200 
2462200 


Disk A adapter 
Disk B adapter 


Sync Not Found Check. 
Have customer run 
"BUILD" procedure first 
If problem persists, 
replace FRU. 
Run Pack Analysis. 
(MIM 105, 338). 



A15 



103 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTIOIM 


SERVICE COMMENTS 


1937 


Drive A 
A-A1B2 
F-A1A2 

F-B1A3 

Drive B 
A-A1A2 
G-A1A2 
G-B1A3 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
4044272 
1616324 

2462200 
1616312 
1616324 


Disic A adapter 
30IVIB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

Disk B adapter 
60MB Digital card 
60MB Analog card 


Disk Write Data Check. 
(MIM 105) 


1938 


Drive A 
A-A1B2 
A-A1C2/ 
A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Command Reject Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 




Drive B 
A-A1A2 
A-A1C2 


50 
40 


2462200 
2462209 


Disk B adapter 
DSA2 card 


(MIM 105) 


1939 


Drive A 
F-A1A2 

F-B1A3 

Drive B 
G-A1A2 
G-B1A3 


50 
40 

50 
40 


1616312 
1616312 
4044272 
1616324 

1616312 
1616324 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

60MB Digital card 
60MB Analog card 


Data Cycle Underrun Check 
(MIM 105) 


193 A 


Drive A 
A-A1B2 
F-A1A2 

Drive B 
A-A1A2 
G-A1A2 


50 
40 

50 
40 


2462200 
1616312 
1616312 

2462200 
1616312 


Disk A adapter 
30MB Digital card 
60MB Digital card 

Disk B adapter 
60MB Digital card 


Ensure that cable F-B1A2 
or G-B1A2 is plugged m 
properly. 

(MIM 105) 


1940 


A-A1B2 


60 


2462200 


Disk A adapter 


(MIM 150,802) 



A16 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1941 


A-A1B2 

A-A1C2/ 

A-A1D2 


45 
45 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


The A-A1 C2 card will be 
present in a two drive 
system. Suspect the A-A1 D2 
card only if the system 
has one drive. 
(MIM 150, 802) 


1942 


A-A1B2 
F-A1A2 

A-A1YJ 
F-B1A2 


45 
45 

5 
5 


2462200 
1616312 
1616312 
2453100 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
Signal cable 
Signal cable 


On Drive A (top drive). ^ 
This will result when the 
signal cable (A-A1YJ - 
F-B1A2) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150, 802) 


1943 


F-A1A2 
F-B1A3 


60 

30 


1616312 
1616312 
4044272 
1616324 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 


On Drive A (top drive). 
(MIM 150, 802) 


1944 


F-A1A2 
F-B1A3 
F-C1A1 


50 
20 
20 


1616312 
1616312 
4044272 
1616324 
1616814 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 


On Drive A (top drive). 
This Will result when the 
power/driver cable 
(F-B1A5) IS poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150, 802) 


1945 


F-A1A2 

F-B1A3 

F-C1A1 
F-DE 


50 

20 

20 
10 


1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


On Drive A (top drive). 
This will result when the 
power/ driver cable 
(F-B1A5) IS poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150, 802) 



A17 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1946 


G-B1A3 
G-DE 


40 
40 


1616324 
1616119 


60MB Analog card 
A3 (60MB HDA) 


On Drive A (top drive). 
(IVIIM 150, 802) 


1947 


F-A1A2 
F-C1A1 


40 
40 


1616312 
1616312 
1616814 


30MB Digital card 
60MB Digital card 
Drive card 


On Drive A (top drive). 
This will result when the 
power/driver cable 
(F-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


1948 


F-A1A2 

F-C1A1 
F-DE 


35 

35 
10 


1616312 
1616312 
1616814 
1616699 
1616119 


30MB Digital card 
60MB Digital card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


On Drive A (top drive). 
This will result when the 
power/driver cable 
(F-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


1949 


F-B1A3 
F-A1A2 
F-DE 


40 
20 
20 


4044272 
1616324 
1616312 
1616312 
1616699 
1616119 


30MB Analog card 
60MB Analog card 
30MB Digital card 
60MB Digital card 
A2 (30MB HDA) 
A3 (60MB HDA) 


On Drive A (top drive). 
(MIM 150,802) 


194 A 


A-A1B2 
F-A1A2 

F-B1A3 

A-A1YJ 
F-B1A2 


30 
30 

30 

5 
5 


2462200 
1616312 
1616312 
4044272 
1616324 
2453100 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 
Signal cable 


On Drive A (top drive). 
This will result when the 
signal cable (A-Ai yj - 
F-B1A2 is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 



A18 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


194C 


F-C1A1 
F-A1A2 

and 
F-C1A1 

F-DE 


60 
20 

1 


1616814 
1616312 
1616312 

1616814 
1616814 
1616699 
1616119 


Drive card 
30MB Digital card 
60MB Digital card 

Drive card 
Drive card 
A2 (30MBHDA) 
A3 (60MB HDA) 


On Drive A (top drive). 
Fuse has blown. Replace 
FRUs in the order listed. 
Where two FRUs are listed 
both must be replaced or 
the failing FRU will 
destroy the CI A1 card. 
(MIM 150, 802) 


194E 


F-DE 


50 


1616699 
1616119 


A2 (30MB HDA) 
A3 {60MB HDA) 


Possible nnedia error. Run 
Pack Analysis. 
(MIM 150,802, 338). 


194F 


A-A1A2 
A-A1C2 


60 
40 


2462200 
2462209 


Disk B adapter 
DSA2 card 


No failure found for Drive 
A. If you have previous 
SRCs, use those to 
identify the failing FRU. 
If disk problems are still 
suspected on drive A, run 
Pack Analysis (MIM 338). 

If I'Kic 9 ^Ain Hteif Hriwo 
II liilo d iWU Ui3l\ UilVc 

system, replace the FRUs 
in the order listed. 
(MIM 150, 802) 


1950 


G-A1A2 


60 


1616312 


60MB Digital card 


(MIM 150, 802) 


1951 


A-A1A2 
A-A1C2 


45 
45 


2462200 
2462209 


Disk B adapter 
DSA2 card 


(MIM 150, 802) 


1952 


A-A1A2 
G-A1A2 


45 
45 


2462200 
1616312 


Disk B adapter 
60MB Digital card 


On Drive B (bottom drive) 
This will result when the 
signal caDie iA-AiZ.A - 
G-B1A2 IS poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150, 802) 



B1 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1953 


Analog 
Digital 
HDA 


40 
30 
20 






On Drive B (bottom drive) 
(MIM 150,802) 


1954 


G-A1A2 
G-B1A3 
G-C1A1 


50 
20 
20 


1616312 
1616324 
1616814 


60MB Digital card 
60MB Analog card 
Drive card 


On Drive B (bottom drive) 
This will result when the 
power/driver cable 
(G-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


1955 


G-A1A2 
G-B1A3 
G-C1A1 
G-DE 


40 
20 
20 
10 


1616312 
1616324 
1616814 
1616119 


60MB Digital card 
60MB Analog card 
Drive card 
A3 (60MB HDA) 


On Drive B (bottom drive) 
This will result when the 
power/driver cable 
(G-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


1956 


G-B1A3 
G-DE 


40 
40 


1616324 
1616119 


60MB Analog card 
A3 (60MB HDA) 


On Drive B (bottom drive) 
(MIM 150, 802) 


1957 


G-A1A2 
G-C1A1 


40 
40 


1616312 
1616814 


60MB Digital card 
Drive card 


On Drive B (bottom drive) 
This will result when the 
power/driver cable 
(G-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 
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B2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1958 


G-A1A2 
G-C1A1 
G-DE 


35 
35 
10 


1616312 
1616814 
1616119 


60MB Digital card 

Drive card 

A3 (60MB HDA) 


On Drive B (bottom drive) 
This will result when the 
power/driver cable 
(G-B1A5) is poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


1959 


G-B1A3 
G-A1A2 
G-DE 


40 
20 
20 


1616324 
1616312 
1616119 


60MB Analog card 
60MB Digital card 
A3 (60MB HDA) 


On Drive B (bottom drive) 
(MIM 150, 802) 


195 A 


A-A1A2 
G-A1A2 
G-B1A3 


30 
30 
30 


2462200 
1616312 
1616324 


Disk B adapter 
60MB Digital card 
60MB Analog card 


On Drive B (bottom drive) 
This will result when the 
signal cable (A-A1ZA - 
G-B1A2 IS poorly 
connected. Reseat the 
cable and run the disk 
problem determination 
procedures. 
(MIM 150,802) 


195C 


G-C1A1 
G-A1A2 
and 

VJ \-r 1 r\ 1 

G-DE 


60 
20 

1 


1616814 
1616312 

1 D 1 vO 1 H 

1616814 
1616119 


Drive card 
60MB Digital card 

UtlXrfS ircsru 

Drive card 

A3 (60MB HDA) 


On Drive B (bottom drive) 
Fuse has blown. Replace 
FRUs in the order listed. 
Where two FRUs are listed 
both must be replaced or 
the failing FRU will 
destroy the C1A1 card. 
(MIM 150,802) 


195E 


G-DE 


50 


1616119 


A3 (60MB HDA) 


Possible media error. Run 
Pack Analysis (MIM 338). 
(MIM 150,802) 



B3 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


195F 










No failure found for Drive 












A and Drive B. If you have 












previous SRCs, use those 












to identify the failing 












FRU. If disk problems are 












still suspected, run Pack 












Analysis (MIM 338). 












(MIM 150,802) 


197F 










Error not determined. 












Run rii<«l( nrohipm 












determination procedures. 












(MIM 105, 802) 


19 AO 


Drive A 








Disk Interface Parity 




A-A1 B2 


50 


2462200 


Disk A adapter 


Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






Drive B 








(MIM 105) 




A-A1A2 


50 


2462200 


Disk B adapter 






G-A1A2 


40 


1616312 


60MB Digital card 




19A1 


Drive A 








Card Unsafe Check. 




F-B1A3 


40 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






F-A1A2 


30 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-C1A1 


10 


1616814 


Drive card 






F-DE 


10 


1616699 


A2 (30MB HDA) 










1616119 


A3 (60MB HDA) 


(MIM 105) 




Drive B 










G-B1A3 


40 


1616324 


60MB Analog card 






G-A1A2 


30 


1616312 


60MB Digital card 






G-C1A1 


10 


1616814 


Drive card 






G-DE 


10 


1616119 


A3 (60MB HDA) 





110 



B4 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19A2 


Drive A 








DE Unsafe Check. 




F-A1A2 


40 


1616312 
1616312 


30MB Digital card 
60MB Digital card 


"- Data Protect" line 
may be the problem. 




F-B1A3 


30 


4044272 
1616324 


30MB Analog card 
60MB Analog card 


See SRC 2302. 




A-A1B2 


20 


2462200 


Disk A adapter 






F-C1A1 


5 


1616814 


Drive card 






F-DE 


1 


1616699 
1616119 


A2 (30MB HDA) 
A3 (60MB HDA) 






Drive B 








(MIM 105) 




G-A1A2 


40 


1616312 


60MB Digital card 






G-B1A3 


30 


1616324 


60MB Analog card 






A-A1A2 


20 


2462200 


Disk B adapter 






G-C1A1 


5 


1616814 


Drive card 






G-DE 


1 


1616119 


A3 (60MB HDA) 




19 A3 


Drive A 








Operation Unsafe Check. 




A-A1B2 


40 


2462200 


Disk A adapter 






F-A1A2 


30 


1616312 
1616312 


30MB Digital card 
60MB Digital card 






F-B1A3 


20 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






Drive B 






(MIM 105) 




A-A1A2 


40 


2462200 


Disk B adapter 






G-A1A2 


30 


1616312 


60MB Digital card 






G-B1A3 


20 


1616324 


60MB Analog card 





B5 
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orf 


PRI 1 


/o 


r*/ 111 


CDi 1 r^ccr^DiDTirMvi 
rnU UtoLrKIK 1 lUlM 


ScRVICE COMMENTS 


19A4 


Drive A 








Seek Unsafe Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-B1A3 


30 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






A-A1B2 


20 


2462200 


Disk A adapter 






F-C1A1 


5 


1616814 


Drive card 






F-DE 


1 


1616699 


A2 (30MB HDA) 










ID ID 1 l«7 


Mo (DUIVItS nUAj 






L^IIVC D 








(MIM 105) 




n.A1 AO 




1 0 1 Do 1 ^ 


Duivit3 Liigiiai caro 






n.Ri AO 




1 D 1 DO^H 


DuiviD Mnaiog cara 






A-A1A2 


20 




L/IOlV D CiUCl|JLt9r 






\3 w 1 r\ 1 


R 


1 U 1 OO 1 H 


L^nve cara 






G-DE 


1 


1616119 


A3 (60MB HDA) 






A 

L^rive M 








oyriu (jnsaTc v^nscK. 




F-A1A2 




IfilfiOlO 
1 0 1 OO 1 £. 


iniVyiR Dini+al r>arrl 

oolviD L/iyiLdi Cara 










1 D 1 OO 1 ^ 


AniWlR r^Sn!+ol ^arrl 

DUIVID L/iyiiai caru 






F-C1A1 


dn 


1 O 1 OO 1 t 
















(MIM lUb) 




n.A-l AO 


Rn 


1 D 1 OO 1 c. 


l%niVAR r^ini+ol rko»-/l 

DUIVID uigixai caru 






VJ 1 r\ 1 


'fU 


1 0 1 DO 1 H 


Lirive cara 




19A6 


Drive A 








Sync Unsafe Check. 




F-A1A2 


40 


1616312 


30MB Digital card 










1616312 


60MB Digital card 






F-B1A3 


30 


4044272 


30MB Analog card 










1616324 


60MB Analog card 






A-A1 82 


20 


2462200 


Disk A adapter 






F-C1A1 


5 


1616814 


Drive card 






r-Ut 


1 


1 01 DD99 


AO /OmiilD 1 1 r% A 1 










1616119 


A3 (60MB HDA) 






Drive B 








(MIM 105) 




G-A1A2 


40 


1616312 


60MB Digital card 






G-B1A3 


30 


1616324 


60MB Analog card 






A-A1A2 


20 


2462200 


Disk B adapter 






G-C1A1 


5 


1616814 


Drive card 






G-DE 


1 


1616119 


A3 (60MB HDA) 





B6 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19A7 


Drive A 
F-B1A3 

F-A1A2 

F-C1A1 
F-DE 

Drive B 
G-B1A3 
G-A1A2 
G-C1A1 
G-DE 


40 

15 

15 
5 


4044272 
1616324 
1616312 
1616312 
1616814 
1616699 
1616119 


30MB Analog card 
60MB Analog card 
30MB Digital card 
60MB Digital card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


Servo Unsafe Check. 
(MIM 105) 




40 
30 
15 
5 


1616324 
1616312 
1616814 
1616119 


60MB Analog card 
60MB Digital card 
Drive card 
A3 (60MB HDA) 




19A8 


Drive A 
F-A1A2 

F-C1A1 
F-DE 

Drive B 
G-A1A2 
G-C1A1 
G-DE 


40 

30 
25 

40 
30 
25 


1616312 
1616312 
1616814 
1616699 
1616119 

1616312 
1616814 
1616119 


30MB Digital card 
60MB Digital card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 

60MB Digital card 

Drive card 

A3 (60MB HDA) 


Motor/ Proc Unsafe Check. 
(MIM 105) 


19A9 


Drive A 
A-A1C2/ 
A-A1D2 
A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


Interrupt Timeout Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




ririv^ R 

Ut IVt# D 

A-A1C2 
A-A1A2 


50 
40 


2462209 
2462200 


DSA2 card 
Disk B adapter 


(MIM 105) 


19AA 


A-A1C2 


90 


2462209 


DSA2 card 


Cycle Steal Address Check 
If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 
(MIM 105) 



B7 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19Ab 


Drive A 
A-A1C2 
A-A1D2 
A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


Command Parity Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 

A-A 1 

A-A1A2 


OU 

40 


2462200 


LioAZ cara 
Disk B adapter 


(MIM 105) 


19AC 


A-A1C2/ 
A-A1D2 


90 


2462209 
2462201 


DSA2 card 
DSA1 card 


Cycle Steal Parity Check. 

If theA-A1C2 FRU is not 
installed, replace the 
A- A1 D2 FRU Instead. 
(MIM 105) 


19Ad 


A-A1C2/ 
A-A1D2 


90 


2462209 
2462201 


DSA2 card 
DSA1 card 


DSA Buffer Write Check. 
If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 
(MIM 105) 


19AE 


Drive A 
A-A1B2 
A-A1C2/ 
A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Interface Timeout Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 
A-A1A2 
A-A1C2 


50 
40 


2462200 
2462209 


Disk B adapter 
DSA2 card 


<MIM 105) 


19AF 


Drive A 
A-A1C2/ 
A-A1D2 
A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


DSA Data Bus Parity Check 

If theA-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 
A-A1C2 
A-A1A2 


50 
40 


2462209 
2462200 


DSA2 card 
Disk B adapter 


(MIM 105) 
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B8 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19b0 


Drive A 
A-A1B2 
F-A1A2 

A-A1C2/ 

A-A1D2 

Drive B 

A-A1A2 

G-A1A2 

A-A1C2 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
2462209 
2462201 

2462200 
1616312 
2462209 


Disk A adapter 
30MB Digital card 
60MB Digital card 
DSA2 card 
DSA1 card 

Disk B adapter 
60MB Digital card 
DSA2 card 


Data Overrun Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 

(MIM 105) 


19b1 


Drive A 
A.A1B2 
F-B1A3 

F-C1A1 
F-DE 


50 
30 

10 
1 


2462200 
4044272 
1616324 
1616814 
1616699 
1616119 


Disk A adapter 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


CRC/ECC Check. 

Have customer run 
"BUILD" procedure first 
If problem persists, 
replace FRU. 

Run Pack Analysis. 
(MIM 338). 




Drive B 
A-A1A2 
G-B1A3 
G-C1A1 
G-DE 


50 
30 
10 
1 


2462200 
1616324 
1616814 
1616119 


Disk B adapter 
60MB Analog card 
Drive card 
A3 (60MB HDA) 


(MIM 105) 


19b2 


Drive A 
A-A1B2 
F-B1A3 

F-C1A1 
F-DE 


50 
30 

10 
1 


2462200 
4044272 
1616324 
1616814 
1616699 
1616119 


Disk A adapter 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 


No Record Found Check. 

Have customer run 
"BUILD" procedure first 
If problem persists, 
replace FRU. 

Run Pack Analysis. 
(MIM 338). 




Drive B 
A-A1A2 
G-B1A3 
G-C1A1 
G-DE 


50 
30 
10 
1 


2462200 
1616324 
1616814 
1616119 


Disk B adapter 
60MB Analog card 
Drive card 
A3 (60MB HDA) 


(MIM 105) 



B9 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19b3 


Drive A 
A-A1B2 
A-A1C2/ 
A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Command Cycle Parity 
Check. 

If the A-A1C2 FRU Is not 
installed, replace the 
A-A1 D2 FRU instead. 




Drive B 
A-A1A2 
A-A1C2 


50 
40 


2462200 
2462209 


Disl< B adapter 
DSA2 card 


(MIM 105) 


19b4 


Drive A 
A-A1B2 
F-A1A2 

F-B1A2 
Drive B 
A-A1A2 
G-A1A2 
G-B1A2 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
2453100 

2462200 
1616312 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
Signal cable 

Disk B adapter 
60MB Digital card 
Signal cable 


Cable Continuity Check, 
ensure xnai cauie r~D im^ 
or G~B1A2 is plugged in 
properly. 

(MIM 105) 


19b5 


Drive A 
A-A1C2/ 
A-A1D2 
A-A1B2 


50 
40 


2462209 
2462201 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 


Data Cycle Parity Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead. 




Drive B 
A-A1C2 
A-A1A2 


50 
40 


2462209 
2462200 


DSA2 card 
Disk B adapter 


(MIM 105) 


19b6 


Drive A 
A-A1B2 

Drive B 
A-A1A2 


40 
40 


2462200 
2462200 


Disk A adapter 
Disk B adapter 


Sync Not Found check. 
Have customer run 
"BUILD" procedure first 
If problem persists, 
replace FRU. 
Run Pack Analysis. 
(MIM 105. 338). 
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BIO 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


19b7 


Drive A 
A-A1B2 
F-A1A2 

F-B1A3 

Drive B 
A-A1A2 
G-A1A2 
G-B1A3 


40 
30 

20 

40 
30 
20 


2462200 
1616312 
1616312 
4044272 
1616324 

2462200 
1616312 
1616324 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

Disk B adapter 
60MB Digital card 
60MB Analog card 


Disk Write Data Check. 
(MIM 105) 


19b8 


Drive A 
A-A1B2 
A-A1C2/ 
A-A1D2 


50 
40 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Command Reject Check. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead. 




Drive B 
A-A1A2 
A-A1C2 


50 
40 


2462200 
2462209 


Disk B adapter 
DSA2 card 


(MIM 105) 


19b9 


Drive A 
F-A1A2 

F-B1A3 

Drive B 
G-A1A2 

Vl~D IMO 


50 
40 

50 

•fU 


1616312 
1616312 
4044272 
1616324 

1616312 

1 Ai A'iOA 
1 D 1 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

60MB Digital card 
ouiviD Mnaiog cara 


Data Cycle Underrun Check 
(MIM 105) 


19b A 


Drive A 
A-A1B2 
F-A1A2 

Drive B 
A-A1A2 
G-A1A2 


50 
40 

50 
40 


2462200 
1616312 
1616312 

2462200 
1616312 


Disk A adapter 
30MB Digital card 
60MB Digital card 

Disk B adapter 
60MB Digital card 


Ensure that cable F>B1 A2 
or G-B1 A2 is plugged in 
properly. 

VIVIIIVI lUu/ 


19FF 










Error not determined. 
Run disk problem 
determination procedures. 
Run Pack Analysis. 
(MIM 105, 802, 338). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1C00 


A-A1P2 
A-A1Q2 


50 
50 


2462208 
2462210 


WS adapter card 
WS controller card 


Work station adapter 
default code. IPL system 
and use IPL SRC for better 
FRU Isolation. If there 
is no IPL SRC, replace 
FRU indicated by 1C00 SRC. 


1C01 


A-A1 P2 
A-A1Q2 


70 
30 


2462208 
2462210 


WS adapter card 
WS controller card 


The systenn has a processor 
check caused by the work 
station attachment. IPL 
system and use IPL SRC for 
better FRU isolation. If 
there is no IPL SRC, 
replace FRUs indicated by 
1C01 SRC. 


1C02 


A-A1Q2 


99 


2462210 


WS controller card 


The work station 
controller failed. IPL 
system and use IPL SRC 
for better FRU isolation. 
If there is no IPL SRC, 
replace FRU indicated by 
1C02 SRC. 


1C03 


A-A1P2 
A-A1Q2 


80 
20 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
didn"t complete its 
cycle steal operation. 
IPL system and use IPL 
SRC for better FRU 

iftnlAtinn If thprf% nn 

lOvlO&lwl I* II ii lUI C7 iO 9 9\J 

IPL SRC, replace FRUs 
indicated by 1C03 SRC. 


1C04 


Mcode 


99 




Micro code 


There is a work station 
microcode error. No 
hardware errors are 
indicated. Call your PSR. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1C05 


A-A1P2 


99 


2462208 


WS adapter card 


The work station adapter 
has a hardware error but 
completed its cycle steal 
operation. 

IPL system and use IPL 
SRC for better FRU 
isolation. If there is no 
IPL SRC, replace FRUs 
indicated by 1005 SRC. 


1C10 


A-A1Q2 
A-A1G2 


50 
50 


2462208 
2462203 


WS adapter card 
CSP card 


Base work station adapter 
default code. 
IPL system and use IPL 
SRC for better FRU 
isolation. If there is no 
IPL SRC, replace FRUs 
indicated by 1010 SRO. 


1C11 


A-A1Q2 
A-A1G2 


70 
30 


2462208 
2462203 


WS adapter card 
CSP card 


System has a processor 
check caused by a work 
station hardware error. 
IPL system and use IPL 
SRO for better FRU 
isolation. If there is no 
IPL SRO, replace FRUs 
indicated by 1011 SRO. 


1C13 


A-A1Q2 
A-A1G2 


80 
20 


2462208 
2462203 


WS adapter card 
CSP card 


The base work station 
adapter didn"t complete 
its cycle steal operation. 
IPL system and use IPL 
SRO for better FRU 
isolation. If there is no 
IPL SRO, replace FRUs 
indicated by 1013 SRO. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1C15 


A*A1Q2 


99 


2462208 


WS adapter card 


The base work station 
adapter has a hardware 
error but completed its 
cycle steal. IPL system 
and use IPL SRC for better 
FRU isolation. If there is 
no IPL SRC, replace FRUs 
indicated by 1C15 SRC. 


IdOl 


A-A1D2 
A-A1B2 


95 
4 


2462201 
2462200 


DSA1 card 
Disk A adapter 


Attachment data bus parity 
check command reject, load 
parity check command/sense 
parity check, adapter 
senses parity check, 
buffer write check. 


1d02 


DCC 

A-A1D2 

Drive 

A-A1YB 


65 
30 
4 

1 


4240728 
2462201 
4240512 
4240516 
4240513 
4240517 
2453100 


Drive Control card 
DSA1 card 

Diskette Dr lOOv 50Hz 
Diskette DrIOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 
Signal cable 


Interface timeout 
interrupt timeout. 
DCC = drive control card 
See MIM 602 for isolating 
diskette drive problems. 


1d03 


A'A1B2 
A-A1D2 
A-A1G2 
A-A1Q2 

A-A1C2 
A-A1T2 • 

A-A1U2 


30 
30 
10 
10 

10 
5 

5 


2462200 
2462201 
2462203 
2462208 
2462210 
2462209 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 


Disk A adapter 
DSA1 card 
CSP card 
WS adapter card 
WS controller card 
DSA2 card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Cycle steal parity check. 

If SLCA is installed, 

A1 U2 is more probable than 

A1T2. 

If MLCA is installed, 
A1T2 is more probable than 
A1U2. 


1d05 


A A1D2 
A-A1G2 


85 
15 


2462201 
2462203 


DSA1 card 
CSP card 


Overrun or underrun. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


1d06 


A-A1D2 

DCC 

A-A1YB 


80 
19 
1 


2462201 
4240728 
2453100 


DSA1 card 

Drive Control card 

Signal cable 


Write gate wrap check, 
unsafe. 

DCC = drive control card 
See MIM 602 for isolating 
drive problems. 


1dOA 


Operate 
Drive 

DCC 

ACMotor 

A-A1D2 

Belt 

A-A1YB 
ACCable 


60 
20 

10 

0 

2 
1 

1 
1 


4240512 
4240516 
4240513 
4240517 
4240728 
4z4Uo// 
2462201 
4240605 
4240604 
2453100 
2453102 


Diskette Dr lOOv 50Hz 
Diskette DrIOOvOOHz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 
Drive Control card 
lOOvac dskt motor 
DSA1 card 
60 Hz dskt belt 
50 Hz dskt belt 
Signal cable 
Cable/line filter 


Diskette not at speed 
(stopped, slow or fast. 
No diskette in drive. 
Diskette inserted wrong, 
cable. See MIM 602 for 
isolating diskette drive 
problems. 


IdOb 


User 
Program 


95 






System received not valid 
parameter (noop). 


1dOC 


A-A1D2 
Drive 

A-A1YB 


45 
45 

y 
1 


2462201 
4240512 
4240516 
4240513 
4240517 

A'%At\TiO 

4Z4U/Zo 
2453100 


DSA1 card 

Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 
Drive Control card 
Signal cable 


Cylinder mismatch. 
Seek control not valid. 
See MIM 602 for isolating 
diskette drive problems. 


IdOF 


Media 
Drive 

Other 


95 
3 

2 


4240512 
4240516 

4240517 


Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
uisKene uv zuuv ouriz 
Diskette Dr 200v 60Hz 


CRC check; AM not found. 
ID not found; write 
verify unequal. 
If unable to separate 
media /operator/hardware, 
run diskette OLPD. 


Id AO 


A-A1D2 


99 


2462201 


DSA1 card 


Error while running 
wraps to attachment card. 
DCC, signal cable. See MIM 
602 for isolating diskette 
drive problems. 
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CDI 1 

pKU 


0/ 

yo 


D /M 


rKU UboUnlr' 1 lUN 


ocnVluc UUlVllVltlMTb 


1dA1 


Drive 


70 


4240512 
4240516 
4240513 
4240517 


Diskette Dr lOOv 50Hz 
Disicette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 


Cannot read cylinder 0 
head 0. 

See MIM 602 for isolating 
diskette drive problems. 




DCC 


25 


4240728 


Drive Control card 






A-A1 D2 


4 


2462201 


DSA1 card 






A-A 1 T D 


i 
1 


z49o1 UU 


Signal cable 




1dA2 


Drive 


90 


4240512 
4240516 
4240513 
4240517 


Diskette Dr100v50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 


Worn -head test fails on 
head 0. 

See MIM 602 for isolating 
diskette drive problems. 




DCC 


6 


4240728 


Drive Control card 






A-A1 D2 


3 


2462201 


DSA1 card 






A-Al Yd 


1 


Z40olUQ 


Signal cable 




Id A3 


Drive 


90 


4240512 
4240516 
4240513 
4240517 


Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 


Worn-head test fails on 
head 1. 

See MIM 602 for isolating 
diskette drive problems. 




DCC 


6 


4240728 


Drive Control card 






A-A1 D2 


3 


2462201 


DSA1 card 






A-Ai YB 


•■ 


2453100 


Signal cable 




1dA4 


Drive 


90 


4240512 
4240516 
4240513 
4240517 


Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 


Worn -head test fails on 
both 0 and 1 . 
See MIM 602 for isolating 
diskette drive problems. 




DCC 


6 


4240728 


Drive Control card 






A-A1 D2 


3 


2462201 


DSA1 card 






A.A1 VR 


1 


0AC01 nn 


oiyriai caDie 




1dA5 


Drive 
DCC 


90 
6 


4240512 
4240516 
4240513 
4240517 
4240728 


Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 
Drive Control card 


Scan test fails (hardware 
error) during OLPD after 
drive test ran good. See 
MIM 602 for isolating 
diskette drive problems. 




A^A1D2 


3 


2462201 


DSA1 card 






A-A1YB 


1 


2453100 


Signal cable 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2000 










CSIPLIoad 1 start -$IPL 

rtlc;TnMI7F thpn Ra-IPI 

with wraps. 
(MIM 340, 324) 


2001 










Initialize page tables - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2002 










Initialize main storage - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2010 










CSIPL load 2 start - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2012 










First disk operation - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2013 










First disk operation 
complete - $IPL. 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2014 










Process unit definition 
table - $IPL 

CUSTOMIZE then Re-IPL 
with wraps. 

(MIM 340, 324) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2016 










Call $IPLOG for logging 
tables - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2018 


A-A1T2 
A-A1U2 

A-A1V2 

A-A1W2 

A-A1X2 


90 
2 

2 

2 

2 


2462210 
2462211 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 

Z4DZZ1 4 

2462213 
2462215 


ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
UoULiA card 
CSX21 card 
CSV35 card 


Start MLCA controller 
load - $IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


201 A 










DSA controller load - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


201 C 










Work station controller 
load - $IPL. 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


201 E 










$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2020 










MSI PL from disk - mode 0 
- $IPL 

CUSTOMIZE then Re-IPL 
with wreps. 
(MIM 340, 324) 


2021 










Disk operation - read 
bootstrap - $iPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2030 










MSI PL from diskette - 
mode F - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2031 










Diskette operation - 
$IPL 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2032 










Diskette operation - 
$IPL 

CUSTOMIZE then Re-IPL 

with \A/ran<« 

VVfl.ll VVICi|b/0« 

(MIM 340, 324) 


2033 










Diskette operation - 
$IPL. 

CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2034 










Diskette operation - 
recalibrate - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2035 










Diskette operation - 
read valid - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2036 










Diskette operation - 
read bootstrap - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2040 










Start logging table 
initialization - $IPL 
CUSTOMIZE then Re-IPL 
with wraps. 
(MIM 340, 324) 


2100 


A-A1D2 
A-A1G2 
A-A1Q2 

A-A1C2 
A-A1T2 

A-A1U2 
A-A1F2 


50 
40 

2 

2 
2 

2 
1 


2462201 
2462203 
2462208 
2462210 
2462209 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 
2462202 


DSA1 card 
CSP card 
WS adapter card 
WS controller card 
DSA2 card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
Control panel card 


BDDA not found. Channel 
failure. 

See channel isolation 
procedure (MIM 155). 

If SLCA is installed, 

A1 U2 is more probable than 

A1T2. 

If MLCA is installed, A1T2 
is more probable than 
A1U2. 

Note: Card position A-A1Q2 
may have either the 
outboard controller 
(work station expansion 
system) or work station 
adapter (base system), 
depending on system 
configuration. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2101 


A-A1D2 
A-A1B2 


95 
4 


2462201 
2462200 


DSA1 card 
Disk A adapter 


Attachment data bus parity 
check, command reject, 
load parity check, 
command /sense parity check 
adapter sensed parity 
check, buffer write check 


2102 


DCC 

A-A1D2 

Drive 

A-A1YB 


65 
30 
4 

1 


4240728 
2462201 
4240512 
4240516 
4240513 
4240517 
2453100 


Drive Control card 
DSA1 card 

Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 
Signal cable 


Interrupt timeout. 
DCC - drive control card 
See MIM 602 for isolating 
diskette drive problems. 


2103 


A-A1C2 
A-A1D2 
A-A1G2 
A-A1Q2 

A-A1T2 

A-A1U2 


60 
30 
2 
2 

2 

2 


2462209 
2462201 
2462203 
2462208 
2462210 
2462210 
2462211 
2462212 
2462214 
2462213 
2462215 


DSA2 card 
DSA1 card 
CSP card 
WS adapter card 
WS controller card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Cycle steal parity check. 
See channel isolation 
procedure (MIM 155). 

If SLCA is installed, 

A1 U2 is more probable than 

A1T2. 

If hill r^A in^+allAi-l 

IT MLuA IS instaiiea, 
A1T2 is more probable than 
A1U2. 


2105 


A-A1 D2 
A-A1G2 


90 

5 


2462201 
2462203 


DSA1 card 
CSP card 


Overrun /underrun. 


2106 


A-A1D2 

DCC 

A-A1YB 


50 
49 
1 


2462201 
4240728 
2453100 


DSA1 card 

Drive Control card 

Signal cable 


Write gate wrap check, 
unsafe. 

See MIM 602 for isolating 
diskette drive problems. 
DCC *■ drive control card 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


21 OA 


Operate 


60 






Diskette stopped /slow, or 




Drive 


20 


4240512 


Diskette Dr lOOv 50Hz 


fast no diskette in 








4240516 


Diskette Dr lOOv 60Hz 


dnve, diskette inserted 
wrong. 

DCC — drive control csrd 








4240513 


Diskette Dr 200 v 50 Hz 








4240517 


Diskette Dr 200v 60Hz 


See MIM 602 for isolating 




DCC 


10 


4240728 


Drive Control card 


diskette drive problems. 




ACMotor 


5 


4240677 


lOOvac dskt motor 






A-A1D2 


2 


2462201 


DSA1 card 






Belt 


1 


4240605 
4240604 


60 Hz dskt belt 
50 Hz dskt belt 






A-A1YB 


1 


2453100 


Signal cable 






ACCable 


1 


2453102 


Cable/line filter 




21 OC 


Drive 


90 


4240512 
4240516 


Diskette Dr lOOv 50Hz 
Diskette Dr lOOv 60Hz 


Cylinder mismatch, seek 
control not valid. 








4240513 


Diskette Dr 200v 50Hz 


DCC = drive control card 
See MIM 602 for isolating 
diskette drive problems. 








4240517 


Diskette Dr 200v 60Hz 




DCC 


8 


4240728 


Drive Control card 




A-A1D2 


1 


2462201 


DSA1 card 






A-A1YB 


1 


2453100 


Signal cable 




210F 


Drive 


94 


4240512 
4240516 
4240513 
4240517 


Diskette Dr 100v 50Hz 
Diskette Dr lOOv 60Hz 
Diskette Dr 200v 50Hz 
Diskette Dr 200v 60Hz 


Write verify unequal, CRC 
check, AM2 not found, ID 
not found. Diagnostic 
media is assumed to be 
good. 




DCC 


4 


4240728 


Drive Control card 


DCC = drive control card 




A-A1D2 


1 


2462201 


DSA1 card 


See MIM 602 for isolating 




A-A1YB 


1 


2453100 


Signal cable 


diskette drive problems. 


2110 


A-A1D2 


80 


2462201 


DSA1 card 


Buffer adapter wraps 




A-A1G2 


15 


2462203 


CSP card 


failed. 




A-A1Q2 


2 


2462208 


WS adapter card 


See channel isolation 
procedure (MIM 155). 








2462210 


WS controller card 




A-A1C2 


2 


2462209 


DSA2 card 


Note: A-A1Q2 may be 




A-A1T2 


2 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 


controller card or adapter 
card. See note in SRC 2100 




A-A1U2 


2 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


comments. 
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SRC 


FRU 


o/ 


P/N 


FRU DcSCRIr T ION 


ScRVICc COMMENTS 


2120 


A-A1D2 


65 


2462201 


DSA1 card 


Parity Check test failed. 




A-A1B2 


34 


2462200 


Disk A adapter 


TCC = top card connector 


2130 


A-A1D2 


90 


2462201 


DSA1 card 


Diskette DLC wraps failed. 




DCC 


5 


4240728 


Drive Control card 


DCC = drive control card 




A-A1G2 


3 


2462203 


CSP card 


Re-iPL before replacing 
any FRUs. 




A-A1Q2 


2 


2462208 


WS adapter card 










9469910 


\A/Q r^ontmllAr f^arH 
vvw 1 11 wild i#aiu 






A.A1 DO 


1 




WO aaapier cara 




2150 


A-A1D2 


99 


2462201 


DSA1 card 


BDDA wraps complete. 












loader failed. 


2210 


A-A1C2 


55 


2462209 


DSA2 card 


DSA2 ROS tests failed. 




A-A1G2 


20 


2462203 


CSP card 


Run disk problem 




A-A1B2 


15 


2462200 


Disk A adapter 


determination procedures. 
If no problem is found in 




A-A1D2 


2 


2462201 


DSA1 card 


disk, go to Channel 




A-A1Q2 


2 


2462208 


WS adapter card 


Isolation procedure (MIM 








2462210 


WS controller card 


155). 




A-A1T2 


1 


2462210 


ELCA controller card 


For communication cards. 




A-A1U2 




2462211 


SLCA pass-thru card 


this is a 131 MS 
oscillator problem. 




1 


2462212 


CSEIA card 


\iviiivi luu, o\i£.] 








2462214 


CSDDA card 








2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1V2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1W2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1X2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2290 


A-A1B2 


50 


2462200 


Disk A adapter 


-- ROS Disk Loader -- 




AA1C2/ 


30 


2462209 


DSA2 card 


Unexpected error before 




A-A1D2 




2462201 


DSA1 card 


or during load. Run disk 
problem determination 
procedures before 
replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace A-A1 D2 
(MIM 105, 802) 


2291 


A-A1B2 


40 


2462200 


Disk A adapter 


— ROS Disk Loader -- 




A-A1C2/ 


30 


2462209 


DSA2 card 


Severe hardware error 




A-A1D2 




2462201 


DSA1 card 




F-A1A2 


10 


1616312 
1616312 


30MB Digital card 
60MB Digital card 


Ensure cable A-A1 YJ is 
properly seated. 




F-B1A3 


5 


4044272 
1616324 


30MB Analog card 
60MB Analog card 


Run disk problem 




A-A1YJ 


5 


2453100 


Signal cable 


determination procedures 
before replacing FRUs. 




F-DE 


2 


1616699 
1616119 


A2 (30MB HDA) 
A3 (60MB HDA) 


If A-A1C2 FRU is not 
installed, replace A-A1 D2 
(MIM 105, 802) 


2292 


A-A1C2/ 


70 


2462209 


DSA2 card 


-- ROS Disk Loader -- 




A-A1D2 




2462201 


DSA1 card 


DSA error 

Ensure cable A-A1 YJ is 




A-A1B2 


25 


2462200 


Disk A adapter 




AA1YJ 


5 


2453100 


Signal cable 


properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace A-A1 D2 
(MIM 105, 802) 



C6 



SRC 


FRU 


% 


P/IM 


FRU DESCRIPTION 


SERVICE COMMENTS 










LioMZ cara 


ROS Disk Loader 




A-A1 D2 




2462201 


DSA1 card 


lllldlU|JL 1 IIIIOUUl 




AA1B2 


35 


2462200 


Disk A adapter 




A-A1YJ 


5 


2453100 


Signal cable 


Ensure cable A-A1 YJ is 




F-A1A2 


5 


1616312 


30MB Digital card 


properly seated. 








1616312 


60MB Digital card 


Run disk problem 










determination procedures 












before replacing FRUs. 












If A-A1C2 FRU is not 












installed, replace A-A1 D2 












(MIM 105, 802) 


2294 


A-A1B2 
F-B1A3 

F-A1A2 

A-A1YJ 
F-DE 


55 
15 

15 

5 
2 


2462200 
4044272 
1616324 
1616312 
1616312 
2453100 
1616699 
1616119 


Disk A adapter 
30MB Analog card 
60MB Analog card 
30MB Digital card 
60MB Digital card 
Signal cable 
A2 (30MB HDA) 
A3 (60MB HDA) 


-- ROS Disk Loader -- 
ECC error. 

Ensure cable A- A1 YJ is 
properly seated. 
Media or data problem. 
Run pack analysis - follow 
recommended actions (MIM 
338). If that doesn"t fix 
- reload microcode (MIM 
324). 

If that doesn"t fix the 
problem, run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 105, 802) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2295 


A-A1B2 


65 


2462200 


Disk A adapter 


-- ROS Disk Loader — 




F-B1A3 


15 


4044272 


30MB Analog card 


NRF error. 








1616324 


60MB Analog card 


Ensure cable A-A1 YJ is 
properly seated. 
Media problem. 
Run pack analysis - follow 




F-A1A2 


10 


1616312 
1616312 


30MB Digital card 
60MB Digital card 




A-A1YJ 


5 


2453100 


Signal cable 


recommended actions (MiM 




F-DE 


2 


1616699 
1616119 


A2 {30MB HDA) 
A3 (60MB HDA) 


338). If that doesn"t fix 
the problem, run disk 
problem determination 
procedures before 
replacing FRUs. 
(MiM 105, 802) 


22A0 










ROS Disk Loader — 
Successful completion 
indicates failure in 
execution of code from 
load. Customization may be 
wrong - reload microcode 
(MiM 324). 
if doesn"t fix the 
problem, run disk problem 
determination procedures 
before replacing FRUs. 
(MiM 105, 802) 


2301 


A-A1B2 


70 


2462200 


Disk A adapter 


Adapter reg wrap failed. 




A-A1C2/ 


20 


2462209 


DSA2 card 






A-A1D2 
A-A1YJ 


5 


2462201 
2453100 


DSA1 card 
Signal cable 


Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 




A-A1A2 


5 


2462200 


Disk B adapter 


determination procedures 
before replacing FRUs. 
Possible •♦•POR failure. 
Check power supply and 
cable. 

(MIM 435, 105, 802) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2302 


A-A1B2 


45 


2462200 


Disk A adapter 


Adapter/ Disk interface 




F-A1A2 


45 


1616312 


30MB Digital card 


wrap failed. 




A-A1YJ 


5 


1616312 
2453100 


60MB Digital card 
Signal cable 


Ensure cable A-A1 YJ is 
properly seated. 






7 




wi/iitiiwi |>jaiic»i wQi u 


nun uisis. prouiem 
determination procedures 




Pwr Sup 


2 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 


before replacing FRUs. 
Possible Data Protect 
failure. Check power 
supply and cable. 
(MIM435, 105, 802) 




DCCable 


1 


2453107 


Pwr Distribution cable 




2303 


A-A1B2 


70 


2462200 


Disk A adapter 


Set interrupt req failed. 




A-A1C2/ 


20 


2462209 


DSA2 card 


Run disk problem 
determination procedures 

(MIM 105, 802) 




A-A1D2 




2462201 


DSA1 card 


2304 


F-A1A2 


50 






Motor Stop/POR test failed 




F-C1A1 
A-A1YJ 


20 
5 


1616312 
1616814 
2453100 


60MB Digital card 
Drive card 
Signal cable 


Ensure cables A-A1 YJ and 
F-B1A5 are properly seated 
Run disk problem 




F-B1A5 


5 


2453101 


21 ED Pwr Cable 


determination procedures 




A-A1B2 


5 


2462200 


Disk A adapter 


before replacing FRUs. 




F-DE 


5 


1616699 
1616119 


A2 (30MB HDA) 
A3 (60MB HDA) 


(MIM 105,802) 


2305 


F-A1A2 


30 


1616312 


30MB Diaitai card 


Motor Start test failed. 




F-B1A3 


20 


1616312 
4044272 
1616324 


60MB Digital card 
30MB Analog card 
60MB Analog card 


Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 




F-C1A1 


20 


1616814 


Drive card 


determination procedures 




F-DE 


10 


1616699 
1616119 


A2(30MB HDA) 
A3 (60MB HDA) 


before replacing FRUs. 
(MIM 105, 802) 




F-B1A5 


5 


2453101 


21 ED Pwr Cable 





09 



133 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2306 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Adapter Read Manufacturing 
Cylinder Data failed. 

Ensure cable A-A1 YJ is 
properly seated. Run disk 
problem determination 
procedures before 
replacing FRUs. 
Note: This test checks for 
a 30 or 60 on 
manuafacturing 
cylinder. This test 
will fail if data is 
not present. 
(MIM 105, 802) 


2307 


A-A1A2 
G-B1A3 


45 
45 


2462200 
1616324 


Disk B adapter 
60MB Analog card 


Microprocessor Checkout 
A3 bit error. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 105, 802) 


2308 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Read / Write / Read / Verify 
Read CE Cylinder failed. 

Ensure cable A-A1 YJ is 
properly seated. Run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 105, 802) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2309 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 
A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 

1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Read / Write / Read / Verify 
Write CE Cylinder failed. 

Ensure cable A-A1 YJ is 
properly seated. Run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 105, 802) 


230A 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 
A-A1YJ 


60 
10 

10 

10 
5 


2462200 
1616312 
1616312 
4044272 
1616324 

1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 

A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Read /Write/ Read /Verify 
Read CE Cylinder Data Into 
Buffer 2 Test failed. 

Ensure cable A-A1 YJ is 
properly seated. Run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 105, 802) 


230b 


A-A1B2 
F-A1A2 

F-B1A3 

A-A1YJ 


60 
10 

10 

10 


2462200 
1616312 
1616312 
4044272 
1616324 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 


Read / Write / Read / Venfy 
Miscompare On Data From 
Previous Read And Wnte. 

Ensure cable A-A1 YJ is 
properly seated. Run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 105, 802) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


230F 


A-A1C2/ 
A-A1D2 

A-A1B2 

A A1D2 
A-A1G2 
A-A1Q2 

A-A1T2 


40 

30 

5 
5 
5 

5 


2462209 
2462201 

2462200 

2462201 
2462203 
2462208 
2462210 
2462210 
2462211 


DSA2 card 
DSA1 card 

Disk A adapter 

DSA1 card 

CSP card 

WS adapter card 

WS controller card 

ELCA controller card 

SLCA pass^thru card 


DLC1 parity check failure. 
If two drive system - 
possible DSA2 not found. 
Run disk problem 
determination procedures 
before replacing FRUs. 

(MIM 105, 802) 


2400 


Program 








CDKTABLE not found. 


2401 


Program 








SYSTEM CONSOLE entry not 
in TEMP UDT. 


2402 


Program 








DISK entry not in TEMP UDT 


2403 


Program 








MSP entry not in TEMP UDT. 


2404 


Program 








SYSTEM entry not in TEMP 
UDT. 


2405 


Program 








WSC entry not in TEMP UDT. 


2409 


Program 








System console entry not 
in SYSTEM UDT. 


240A 


Program 








MSP entry not in SYSTEM 
UDT. 


240C 


Program 








WSC entry not in SYSTEM 
UDT 


240E 


Program 








2K bad page entry. 


240F 


Program 








SYSTEM entry not in SYSTEM 
UDT. 


2410 


Program 








WSC inbord/out not valid- 
board ID in UDT. 


2411 


Program 








Diskette read error. 


2412 


Program 








Disk Read error. Run Disk 
Problem Determination 
procedures. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


2414 


Program 








1-1000or 1-CECEIPL 
attempted on a release 3 
system. Re- 1 PL with 3-1 OCX) 
or 3-CECE and a release 3 
DSKT01. 


2415 


Program 








Hardware configuration 
change and a RELOAD of the 
SSP was attempted at the 
same time. Install SSP 
first, then the feature(s) 
and then attempt it again. 
Verify that feature(s) is 
installed correctly. 


2416 


Program 








No bus coupler present 
(WSC feature not installed 
/removed correctly) 


2417 


Program 








Wrong bus coupler initial 
address loaded as the WSC 
bus coupler. 


2418 


Program 








Config change without 
diskette 1 . Retry. 


2450 


Program 








Module not found on 
diskette. 


2451 


Program 








Module too large to load. 


2452 


Program 








Diskette I/O error or 
control block not valid. 


2453 


Program 








Load module not found on 
diskette. 


2454 


Program 








TU not found in Load 
Module. 


2455 


Program 








Diskette I/O error. 


2456 


Program 








Function not supported. 


2457 


Program 








Wrong diskette inserted. 
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onU 


CDI 1 

rnU 


0/ 

yo 


r/IM 


CDI 1 r^CCP'DIDTirMVI 

rnU UtoLrKIr 1 lUN 


obnVlUb LrUIVllVlkN 1 0 


2458 


Program 








CSU verification 
supervisor not found. 
Ensure that @PCIOOSS is 
customized to disk. 




Program 








DiQlf l/Oftrrnr PnntrnI 

block not valid. 


24A0 


Custmiz 
Program 








Unresolved external 
associated with RLD type 7 


24A1 


Custmiz 
Program 








RLD type 7 external 
references an entry in a 
relocatable module. 


Z4AZ 


Custmiz 
Program 








Di^kpttA hri^ wrnnn P/N 

Verify LEVEL table and 
diskette P/N. 


24A3 


Custmiz 
Program 








Microcode level table does 
not exist. 


OA IK. A 


Custmiz 
Program 








r^niR tahip i(t full 


24A5 


Custmiz 
Program 








Entry table is full. 


24A6 


Custmiz 
Program 








A module has an overlay 
module that is not in the 
CSDIR. 


24A7 


Custmiz 
Program 








A module has an overlay 
module that is incorrectly 
defined. 




OUaiillliL 

Program 








All guaranteed good 
sectors are used. 


24A9 


Custmiz 
Program 








Microcode has exceeded 
disk space pernnitted. 
Increase size of CSLIB. 


24AA 


Custmiz 
Program 








An external label could 
not be resolved. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


24AC 


Custmiz 
Program 








External labet type 
associated with RLD not 
vatid. 


24AE 


Cu$tmiz 
Program 








XTRN2 type for RLD type 
not valid. 


24AF 


Custmiz 
Program 








A required module could 
not be found in the CSDIR. 


24C0 


Custmiz 
Program 








Machine check log work 
area is not in the CSDIR. 


24C1 


Custmiz 
Program 








An oxref nnodule ID is not 
found m the CSDIR. 


24C2 


Custmiz 
Program 








RLD type not valid. 


24C3 


Custmiz 
Program 








Exceeded space permitted 
for RLD data. 


24C4 


Custmiz 
Program 








External table is full. 


24C5 


Custmiz 
Program 








Exceeded space permitted 
for RLD data. 


24C6 


Custmiz 
Program 








Dependency table not found 
Verify $DEPEND on DSKT2. 


24C7 


Custmiz 
Program 








Dependency table operation 
value not valid. 


24C8 


Custmiz 
Program 








A depencdency entry cannot 
be found. 


24C9 


Custmiz 
Program 








A base module referenced 
by the dependency table 
could not be found. 


24CA 


Custmiz 
Program 








The relocatable RLD table 
is full. 


24FF 


Custmiz 
Program 








Program error. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


3006 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead 
(MIM 105. 802). 


300b 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If theA-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead 
(MIM 105, 802). 


301 E 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 

Ronlnr'A FRIJq rtnlv if HiQlf 

procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead 
(MIM 105, 802). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


3032 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead 
(MIM 105, 802). 


3035 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead 
(MIM 105, 802). 


3039 


A-A1Q2 
A-A1P2 


75 
25 


2462208 
2462210 
2462208 


WS adapter card 
WS controller card 
WS adapter card 


The work station 
controller proc checked 
and error status could 
not be logged. IPL system 
and use IPL SRC for better 
FRU isolation. If there 
IS no IPL SRC, replace 
FRUs indicated by 3039 
SRC. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


3043 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump couid not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs: 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1 D2 FRU instead 
(MIM 105, 802). 


3049 










Work station error. System ) 
dump could not be taken 
because of an error with C < 
work station controller. . ; 

'J 


304A 










Diskette error during 
system dump. 


304C 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error or 
work station error. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
installed, replace the 
A-A1D2 FRU instead 
(MIM 105, 802). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


30CA 


A-A1B2 

A-A1C2/ 

A-A1D2 


60 
30 


2462200 
2462209 
2462201 


Disk A adapter 
DSA2 card 
DSA1 card 


Permanent disk error. 
Dump could not be taken. 
Run disk problem 
determination procedures 
before replacing any FRUs. 
Replace FRUs only if disk 
procedure does not isolate 
failure. 

If the A-A1C2 FRU is not 
instslied, replace the 
A-A1 D2 FRU instead 
(MIM 105, 802). 


30R1 










Permanent disk error 
dunng condense of 
system library. 


501(» 










An error occurred on the 
display station address 
X on port Y. 

Options are." 0 to bypass 
1 to retry 


5020 










The work station printer 
address X on port Y is 
not ready. 

Options are: 0 to bypass 
1 to retry 


5021 










The work station printer 
address X on port Y is 
out of forms, 
wpiions die. \J lu □ypdss 
1 to retry 


5022 










The work station printer 
address X on port Y has 
a forms check. 
Options are: 0 to bypass 

1 to retry 



D1 



143 



SRC 


FRU 


% 


P/IVI 


FRU DESCRIPTION 


SERVICE COMMENTS 


5023 










The work station printer 
address X on port Y has 
a graphic check. 
Options are 1 0 to bypass 
1 to retry 


5024 










The work station printer 
address X on port Y has 
a print check. 
Options are: 0 to bypass 
1 to retry 


5025 










The work station printer 
address X on port Y has 
a machine check. 
Options are: 0 to bypass 
1 to retry 


5026 










The work station printer 
address X on port Y has 
a paper jam. 

Options are: 0 to bypass 
1 to retry 


5027 










The work station printer 
address X on port Y has 
a ribbon jam. 
Options are: 0 to bypass 
1 to retry 


5028 










The work station printer 
address X on port Y has 
an unrecoverable error. 
Options are: 0 to bypass 


5030 










A communications error 
has occurred on line N. 
Options are: 0 to bypass 
1 to retry 


50CE 










The UDT is bad. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


5099 










Module not found on 
diskette or diskette I/O 
error. CSU diskette is 
bad or not in the drive. 


5360 










CSU pass 1 completed 
correctly. The CPU 
mainframe functions 
correctly. The system 
console is either not 
installed or not working. 


5CCE 










The system console has 
an error. 


7151 


Program 








Work station error code 
program problem. 
SNA function not supported 
(work station display) 


7154 


A-A1U2/ 

A-A1W2/ 
A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Undefined remote error. 

(work station display) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7156 


Program 








Work station error code 
program problem. 
SNA state error, 
(work station display) 


7157 


Program 








Work station error code 
program problem. 
SNA RH usage error, 
(work station display) 


7158 


Program 








Work station error code 
program problem. 
SNA path error, 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


7163 


Program 








Work station error code 
program problem. 
Undefined data link 

error. 

(work station display) 


7164 


Program 








Work station error code 
program problem. 
Request-on-line received, 
(work station display) 


7165 


A-A1U2/ 

A-A1W2/ 
A-A1X2 
Xcable/ 
Icable 


95 
5 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA rard 
CSX21 card 
CSV35 card 


DLP time-out condition, 
(work station display) 
Run communications problem 
determination. 
Determine failing line 
from system message. 
Xcable = external cable 
Icable = internal cable 
(MIM 910) 


7166 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Severe line degradation. 

(work station display) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7167 


Program 








Work station error code 
program problem. 
Protocol violation, 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


7168 


A-A1U2/ 

A-A1W2/ 
A-A1X2 
Xcable/ 
(cable 


95 
5 


2462212 

2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Permanent DLP hardware 
error. 

(work station display) 
Run communications problem 
determination. 
Determine failing line 
from system message. 
Xcable = external cable 
Icable = internal cable 
(MIM 910) 


7169 


A-A1U2/ 

A-A1W2/ 
A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


SNA request not valid. 

(work station display) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


71 6A 


Program 








Work station error code 
program problem. 
DLP communication error, 
(work station display) 


716b 


A-A1U2/ 
A-A1V2/ 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


DLP communication reset. 

(work station display) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7251 


Program 








Work station error code 
program problem. 
SNA function not supported 
(work station printer) 



D5 



147 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


7254 


A-A1U2/ 

A-A1W2/ 
A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Undefined remote error. 

(work station printer) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7255 


Program 








Work station error code 
program problem. 
Change direction sent to 
printer 

(work station printer) 


7256 


Program 








Work station error code 
program problem. 
SNA state error, 
(work station printer) 


7257 


Program 








Work station error code 
program problem. 
SNA RH usage error, 
(work station printer) 


7258 


Program 








Work station error code 
program problem. 
SNA path error, 
(work station printer) 


7263 


Program 








Work station error code 
program problem. 
Undefined data link 
protocol (DLP) detected 
error. 

(work station printer) 


7264 


Program 








Work station error code 
program problem. 
Request-on-line received, 
(work station pnnter) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


7265 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


DLP time-out condition. 

(work station printer) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7266 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Severe line degradation. 

(work station printer) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7267 


Program 








Work station error code 
program problem. 
Protocol violation, 
(work station printer) 


7268 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


Permanent DLP hardware 
error. 

(work station printer) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


7269 


Program 








Work station error code 
program problem. 
SNA request not valid, 
(work station printer) 


726A 


Program 








Work station error code 
program problem. 
DLP communication error, 
(work station printer) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


726b 


A-A1U2/ 

A-A1V2/ 

A-A1W2/ 

A-A1X2 


95 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


OLP communication reset. 

(work station printer) 

Run communications problem 

determination. 

Determine failing line 

from system message. 


8101 










Premature end of the data 
stream detected, 
(work station display) 


8102 


Program 








Work station error code 
program problem. 
Row/column address (work 
station display) not 
valid. 


8103 


Program 








Work station error code 
program problem. 
Fields not defined in 
ascending address order, 
(work station display) 


8104 


Program 








Work station error code 
program problem. 
Either there is an escape 
character missing or 
there is a command code 
that is not valid after 
an escape character, 
(work station display) 


8105 


Program 








Work station error code 
program problem. 
Start field length (work 
station display) not 
valid). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8106 


Program 








Work station error code 
program problem. 
Start field address 
(work station display) not 
valid. 


O III/ 


"royraiTi 








Work station error code 

program problem. 

A restore command has been 

sent to the wrong display 

or data not completed has 

been sent with the restore 

command. 

(work station display) 


8108 


Program 








Work station error code 
program problem. 
An attempt has been made 
to define an input field 
that extends passed the 
end of the display screen, 
(work station display) 


8109 


Program 








Work station error code 
program problem. 
Format table overflow. 
Too many input fields 
have been defined, 
(work station display) 


8110 


Program 








Work station error code 
program problem. 
An attempt has been made 
to write data passed the 
end of the display screen, 
(work station display) 


8111 


Program 








Work station error code 
program problem. 
Start of header length 
does not equal 3. 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8112 


Program 








Work station error code 
program problem. 
Roil parameter error. 
Data following a roll 
command is not valid and 
has been detected 
(work station display) 


8113 


Program 








Work station error code 
program problem. 
Missing or start field is 
not valid attribute or 
field format word, 
(work station display) 


8114 


Program 








Work station error code 
program problem. 
Load display storage 
command not valid 
(work station display). 


8115 


Program 








Work station error code 
program problem. 
Clear unit alternate 
parameter not valid, 
(work station display) 


8116 


Program 








Work station error code 
program problem. 
Structured field length 
not valid. 

(work station display) 


8117 


Program 








Work station error code 
program problem. 
Structured field class or 
type value not valid, 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8118 


Program 








Work station error code 
program problem. 
Structured field parameter 
value not vlaid. 
(work station display) 


O 1 «J 1 


r 1 viyr dill 








Work station error code 
program problem. 
Field length not valid/ 
An input field length that 
is not valid has been 
detected on the display 
screen (work station 
display). 


O 1 


r riiyrdiii 








Work station error code 
program problem. 
Resequence error. 
There is aresequencing 
field control word that is 
not valid in the format 
table (work station 
display). 


8134 


Program 








Work station error code 
program problem. 
Shift character omission 
or misplacement in an IGC 
open field. 

(work station display) 


8142 


Program 








Work station error code 
program problem. 
Data stream byte count of 
a request to configure a 
new work station 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8143 


Program 








Work station error code 
program problem. 
Work station unit address 

nOl VailU 

(work station display). 


8144 


Program 








Work station error code 

program problem. 

Unit address already 

configured. 

(work station display) 


8145 


Program 








Work station error code 
program problem. 
Attempt to configure too 
many work stations, 
(work station display) 


8160 


Program 








Work station error code 
program problem. 
System detects a value 
greater than 4096 in the 
length field of a display 
station lOB. 
(work station display) 


8161 


Program 








Work station error code 
program problem. 
lOB command modifier is 
not valid. 

(work station display) 


8162 


Prooram 








Work station error code 
program problem. 
The work station 
controller has detected a 
value of zero (0) in the 
length field of a display 
station lOB. 
(work station display) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8163 


Program 








Work station error code 
program problem. 
Unit address not valid 

(work station Hi^nlax/) 


8164 


Program 








Work station error code 
program problem. 
Byte count for read fields 
not equal to number of 
field positions, 
(work station display) 


8166 


Program 








Work station error code 
program problem. 
Display station in error 
mode. 

(work station display) 


8167 


Program 








Work station error code 
program problem. 
Display station not in 
session. 

(work station display) 


8169 


Program 








Work station error code 
program problem. 
Not ready caused by 
operator error mode or 
system request mode, 
(work station display) 


8170 


Program 








Work station error code 
program problem. 
Read issued to unlocked 
keyboard. 

(work station display) 


8260 


Program 








Work station error code 
program problem. 
Value greater than 4096 
in length field of printer 
lOB. 

(work station printer) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


8261 


Program 








Work station error code 
program problem. 
lOB modifier is not valid 
(work station printer). 


8262 


Program 








Work station error code 
program problem. 
Byte count in printer lOB 
not valid 

(work station pnnter). 


8263 


Program 








Work station error code 
program problem. 
Unit address in unit 
address field o printer 
10 B not valid 
(work station printer). 


8265 


Program 








Work station error code 
program problem. 
Print buffer not available 
(work station printer) 


8266 


Program 








Work station error code 
program problem. 
Printer in error mode, 
(work station printer) 


8267 


Program 








Work station error code 
program prooiem. 
Printer not in session, 
(work station printer) 


8269 


Program 








Work station error code 
program problem. 
Cancel request, 
(work station pnnter) 



156 



D14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


9901 


LF/ACcb 

PCord 

UESw 


66 
17 
17 


2453068 
2453069 
2453010 
2453011 
1608874 


AC Cbl asm(IOOV) 
AC Cbl asm(200V) 
LCord 100V 10 ft 
L Cord 100V 6 ft 
Unit Emergency Sw 


Dead Machine. The System 
caused the Customer Power 
Circuit Breaker to trip. 
(Unit emergency switch is 
in the Power Off position) 
Disconnect the Line Cord 
and 

continuity check the AC 
circuits using MIM 430 
There is a Ground /Short 
circuit on one of the AC 
lines in the machine. 


9902 


Pwr Sup 


78 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 


Dead Machine. The System 
caused the Customer Power 
Circuit Breaker to tnp 
with UE switch in the 
Power Enable position and 
not in the Power Off 
position. 




1 F/AP/»h 

UESw 


1 D 
1 


2453069 
1608874 


ODI aSmi lUUV 1 

AC Cbl asm{200V) 
Unit Emergency Sw 


Disconnect JAC1 from the 
Power Supply. Continuity 
check pin 8 to frame 
using MIM 430 
There is a Ground /Short 
circuit on one of the AC 
lines in the machine. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


9903 


Pwr Sup 


50 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 


Dead Machine. The System 
(Unit Emergency ENABLE) 




LF/ACcb 


30 


2453068 

^~wO www 

2453069 


AC Chi a^mMnnV) 
AC Cbl asm(200V) 


caused the Customer Power 
Circuit Breaker to trip 
with UE switch ENABLE 




Gt Fans 


10 


2453210 
2453211 


(50HZ 100 Volt) 
(50HZ 200 Volt) 


position and Power On 
selected. 








2453201 


(60HZ 100 Volt) 


There is a Ground /Short 
circuit on one of the AC 

linp^ in thA msiphinA 
III ICO III 11 lo iiiaoiiiiio. 




Dskt Mo 


5 


2453202 
4240677 
4240679 


(60HZ 200 Volt) 
51TD Motor 120 V 
51 TD Motor 200 V 




DskAfan 


5 


2453184 
2453189 
2453199 
2453200 


(50HZ 100 Volt) 
(50HZ 200 Volt) 
(60HZ 100 Volt) 
(60HZ 200 Volt) 




9904 


Pwr Sup 


56 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 


*• SEE CUSTOMER PROBLEM 
DETERMINATION PROCEDUR 




LF/ACcb 


18 


2453068 


AC Cbl asm(IOOV) 


in the MAP Start 
Condition. ** 








2453069 


AC Cbl asm(200V) 




UESw 


10 


1608874 


Unit Emergency Sw 


There is probably a open 




Control 


7 






circuit in the AC input. 




Panel 












DC Cbl 


5 


2453107 


DC Distribution Cable 


The Control Panel or 




PCord 


4 


2453010 
2453011 


LCord 100V 10 ft 
L Cord 100V 6 ft 


socuiiiy locK cuuiu also 
caus this problem (See 
Panel Service procedure 
505.). 


9905 


Pwr Sup 


79 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 


Ensure the Keylock is in 
Normal or Service position 




DC Cbl 


11 


2453107 


DC Distribution Cable 


The POWER ON led is On 
when the POWER ON switch 




Control 


5 






is pressed. However the 




Panel 








System will not power- on. 




A-A1F2 


5 


2462202 


Control panel card 


The Control Panel could 










also cause this problem. 
(See Panel service 
procedure 505). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


9906 


Gt Fan 


25 


2453210 
2453211 
2453201 
2453202 


(50HZ 100 Volt) 
(50HZ 200 Volt) 
(60HZ 100 Volt) 
(60HZ 200 Volt) 


There has been a TEMP 
Error condition or the 
sense lines are open. 

Note; if temp check 




DskAfan 


25 


2453184 
2453189 
2453199 
2453200 


(50HZ 100 Volt) 
(50HZ 200 Volt) 
(60HZ 100 Volt) 
(60HZ 200 Volt) 


does not reset in about 1 
minute then the check is 
caused by a bad circuit. 




Pwr Sup 


32 


5561773 
5561774 


Pwr supdOO Volt) 
Pwr sup(200 Volt) 






Thermo 


9 










DC Cbl 


9 


2453107 


DC Distribution Cable 




9907 


Pwr Sup 


80 


5561773 


Pwr supdOO Volt) 


There has been either a 






5561774 


Pwr sup(200 Volt) 


Over or Under VOLTAGE 
Error condition. 
Loose DC cable can cause 
this problem. 




DC Cbl 


10 


2453107 


DC Distribution Cable 






Control 


5 










Panel 












A-A1F2 


5 


2462202 


Control panel card 
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SRC 


FRU 


% 


P/IM 


FRU DESCRIPTION 


SERVICE COMMENTS 


9908 


A-Alcds 


30 


xxxxxxx 


A-A1 Cards (A-X) 


There has been a over 




Pwr Sup 


22 


5561773 


Pwr supdOO Volt) 


CURRENT Error condition. 






5561774 


Pwr sup(200 Volt) 


The problem is probably 
in the load. 




DiskCds 


13 


4044270 


21 ED Analoa Card 










5811694 


21 ED Diaital Card 


ror ourreni isoiaiion 








1616814 


21 ED Disk Drvr Cd 


procedure see SRC 9908 in 




Control 


8 






MIM Section 410. 




Panel 












A-A1P2 


7 


2462208 


WS adapter card 






Dskt Cd 


7 


4240728 


51 TD Drive Control Cd 


Thp r^nntrnl Panpl prkiilH 




DC Cbl 


4 


2453107 


DC Distribution Cable 


also cause this problem. 




A-A1 BD 


3 


2453968 


A1 Board 


(See Panel service 




A/B DCc 


1 


2453101 


21 ED Disk A Cable 


procedure 505). 








2453101 


21 ED Disk B Cable 






A-A1T2 


1 


2462210 


ELCA controller card 










2462211 


SLCA pass-thru card 






A-A1U2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1V2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1W2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A>A1X2 


1 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 




9909 


A-Alcds 


46 


xxxxxxx 


A-A1 Cards (A-X) 


There has been a over 




Pwr Sup 


38 


5561773 


Pwr supdOO Volt) 


CURRENT Error condition. 






5561774 


Pwr sup(200 Volt) 


The problem is probably 
in the 1.7 volt load 




DC Cbl 


12 


2453107 


DC Distribution Cable 


(A-A1). See 9909 in MIM 




A-Al Bd 


4 


2453968 


A-A1 Board 


Section 410. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


990A 


PiA/r 5>iin 

1 VV ■ <7U|J 

Control 
Panel 


78 
6 


5561773 
5561774 


n WI 9U|J\ l\A/ Will 

Pwr sup(200 Volt) 


The Machine will not 
power-off. 

The Control Panel or 
A-A1 F2 could also cause 






a 




wUiiiiui pciiioi uaru 


this problem (See Panel 




DC Cbl 


5 


2453107 


DC Distribution Cable 


Service procedure 505.). 




A-A1T2 


1 


2462210 
2462211 


ELCA controller card 
SLCA pass-thru card 








1 


2462214 
2462213 
2462215 


CSDDA card 
CSX21 card 
CSV35 card 








1 


2462214 
2462213 
2462215 


CSDDA card 
CSX21 card 
CSV35 card 






A-A1W2 


1 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 






A-A1X2 


1 


2462212 
2Ae22U 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 




990b 


Pwr Sup 


53 


5561773 


Pwr supdOO Volt) 

Pwr «iin(9nn X/nlt) 


Obvious Power problems 
Fans or Motors not 




LF/ACcb 


27 


2453068 
946106Q 


AC Cbl asmdOOV) 


operating. 

Obvious mechanical 
failures. 

(Noisy or not turning). 




Gt Fan 


10 


2453210 
2453211 
2453201 
2453202 


(50HZ 100 Volt) 
(50HZ 200 Volt) 
(60HZ 100 Volt) 
(60HZ 200 Volt) 






Dskt Mo 


5 


4240677 
4240679 


51 TD Motor 120 V 
51 TD Motor 200 V 






DskAfan 


5 


2453184 
2453189 
2453199 
2453200 


(50HZ 100 Volt) 
(50HZ 200 Volt) 
(60HZ 100 Volt) 
(60HZ 200 Volt) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


990C 


Pwr Sup 

Control 
Panel 
A-A1F2 
DC Cbl 


60 

15 

15 
10 


5561773 
5561 774 

2462202 
2453107 


Pwr supdOO Volt) 

Pwr <&iinf9n0 X/nIt) 

r Wl «>U|Jl<bvv Will 

Control panel card 
DC Distribution Cable 


Power related problems 
but SRC 9901 - 990B do not 
describe the problem. 


AOOO 










Unexpected error; Re-IPL. 


A001 










Unexpected error; Re-IPL 


A1A0 


Drive A 
A-A1B2 
A-A1C2 
Drive B 
A-A1A2 
A-A1C2 


40 
30 

40 
30 


2462200 
2462209 

2462200 
2462209 


Disk A adapter 
DSA2 card 

Disk B adapter 
DSA2 card 


Undetermined error. 
Run disk problem 
determination procedure. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 
(MIM 802) 


A1A1 


A-A1B2 
A-A1D2 


40 

30 


2462200 
2462201 


Disk A adapter 
DSA1 card 


Run disk problem 
determination procedure. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 
(MIM 802) 


A1A2 


Drive A 
F-A1A2 

F-B1A3 

A-A1A2 
F-DE 

Drive B 
G-A1A2 
G-B1A3 
A-A1A2 
G-DE 


40 

30 

20 
8 

40 
30 
20 
8 


1616312 
1616312 
4044272 
1616324 
2462200 
1616699 
1616119 

1616312 
1616324 
2462200 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Disk B adapter 
A2 (30MB HDA) 
A3 (60MB HDA) 

60MB Digital card 
60MB Analog card 
Disk B adapter 
A3 (60MB HDA) 


Disk Unsafe error. 
Run disk problem 
determination procedure. 

Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM 802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


A1A3 


Drive A 
F-A1A2 

F-B1A3 

A-A1A2 
r-Ut 


40 
30 
20 

a 
o 


1616312 
1616312 
4044272 
1616324 
2462200 
1D1D099 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Disk B adapter 

AO /QHAilD IJr>A\ 

A\Z (oUIVItS nUA/ 
A3 (60MB HDA) 


Disk Unsafe error. 
Run disk problem 
determination procedure. 
Replace FRUs only if disk 
problem determination 
procedure does not isolate 
failure. 

(MIM802, 105) 


A1A4 


Drive A 
A-A1B2 
F-A1A2 

F-B1A2 


40 
30 

20 


2462200 
1616312 
1616312 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
Signal cable 


Cable interlock error. 
Ensure that cable F-B1 A2 
or G-B1A2 is plugged m 
properly. Also check that 
A-A1B2 and A-A1A2 cards 
are plugged in properly. 




Drive B 
A-A1B2 
G-A1A2 
G-B1A2 


40 
30 
20 


2462200 
1616312 
2453100 


Disk A adapter 
60MB Digital card 
Signal cable 


(MIM 802, 105) 


A1A5 


A-A1B2 
F-A1A2 

F-B1A2 


40 
30 

20 


2462200 
1616312 
1616312 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
Signal cable 


Cable interlock error. 
Ensure that cable F-B1A2 
or G-B1A2 is plugged in 
properly. Also check that 
A-A1B2 and A-A1A2 cards 
are plugged in properly. 
(MIM 802, 105) 


A1A6 










Permanent media error. 
Run pack analysis on 
Drive A and Drive B. 
(MIM 338) 


A1A7 










Permanent media error. 
Run pack analysis on 
Drive A. 
(MIM 338) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


A1A8 


Drive A 
A-A1C2 
A-A1B2 
F-DE 

Drive B 
A-A1C2 
A-A1A2 
G-DE 


40 
40 
10 

40 
40 
10 


2462209 
2462200 
1616699 
1616119 

2462209 
2462200 
1616119 


DSA2 card 
Disk A adapter 
A2 (30MB HDA) 
A3 (60MB HDA) 

DSA2 card 
Disk B adapter 
A3 (60MB HDA) 


DSA/ EXPERT interface 
error. 

Run disk problem 
determination procedure. 

(IVIIM802, 105) 


A1A9 


Drive A 
A-A1D2 
A-A1B2 
F-XXXX 


40 
40 
10 


2462201 
2462200 


DSA1 card 
Disk A adapter 


DSA/ EXPERT interface 
error. 

Run disk problem 
determination procedure. 
{MIM 802, 105) 


AlbO 










DCP lOB error. 


A1C1 










Work station I/O data 
stream error. 
Ensure the console is 
powered on. RE- 1 PL with a 
different diskette. 


A1C2 


A-A1P2 
A-A1Q2 


60 
40 


2462208 
2462208 
2462210 


WS adapter card 
WS adapter card 
WS controller card 


Work station expansion 
feature hardware error. 
Go to MIM 155 if the FRUs 
do not fix the problem. 


A1C3 










Work station functional 
microcode not found. 
Could be a failing 
diskette or misconfigured 
disk or diskette. 
If there have not been any 
changes made to your disk 
or diskette, you may have 
a hardware error. Go to 
MIM 155. 


A1E0 










DCP Printer I/O error. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


AF90 










An unexpected error before 
or during disk load of 
control store nucleus. 
Customization may be 
wruiiy. nciOau microcuue. 
IT inai uoesn i iix xne 
problem, run disk problem 
determination procedures 
before replacing FPUs. 
(MIM 802, 324, 105) 




A-A1 B2 






L^iai^ #^ ciuci|jLc»r 


-- Disk Loader -- 




A-A1C2/ 


30 


2462209 


DSA2 card 


Severe hardware error. 




A-A1D2 




2462201 


DSA1 card 


(control store nucleus 
load) 

Ensure cable A-A1 YJ is 
properly seated. 




F-A1A2 


10 


1616312 
1616312 


30IVIB Digital card 
60MB Digital card 




r-D 1 Mo 


D 


1616324 


oUiVID MrialOg CaiO 

60MB Analog card 


Run disk problem 
determination procedures 




A-A1 Y J 




/.too 1 \f\M 




before replacing FRUs. 
If A-A1C2 FRU is not 




F-DE 


2 


1616699 
1616119 


A2 (30MB HDA) 
A3 (60MB HDA) 


installed, replace 
A-A1D2. 
(MIM 802, 105) 


AF92 


A-A1C2/ 


70 


2462209 


DSA2 card 


-- Disk Loader -- 




A-A1D2 




2462201 


DSA1 card 


DSA error. 




A-A1B2 


25 


2462200 


Disk A adapter 


(control store nucleus 
load) 

Ensure cable A-A1YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace 
A-A1D2. 
(MIM 802, 105) 




A-A1YJ 


5 


2453100 


Signal cable 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


AF93 


A-A1C2/ 


45 


2462209 


DSA2 card 


-- Disk Loader — 




A-A1D2 




2462201 


DSA1 card 


Interrupt timeout Check. 




A-A1B2 


35 


2462200 


Disk A adapter 


(control store nucleus 
load) 

Ensure cable A-A1YJ is 




A-A1YJ 


5 


2453100 


Signal cable 




F-A1A2 


5 


1616312 


30MB Digital card 


properly seated. 








1616312 


60MB Digital card 


Run disk problem 










determination procedures 
before replacing FRUs. 

IT A-A1LZ rnU IS not 

installed, replace 
A-A1D2. 
(MIM 802, 105) 


AF94 


A-A1B2 


75 


2462200 


Disk A adapter 


-- Disk Loader -- 




A-A1YJ 


15 


2453100 


Signal cable 


ECC error. 






Ensure cable A-A1 YJ is 
properly seated, 
(control store nucleus 
load) 

Media or Data problem. 
Run pack analysis - follow 
recommended actions (MIM 
338). If that 
doesn"t fix - reload 
microcode. If that 
doesn"t fix the problem, 
run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


AF95 


A-A1B2 
A-A1YJ 


75 
15 


2462200 
2453100 


Disk A adapter 
Signal cable 


-- Disk Loader -- 
Ensure cable A-A1YJ is 
properly seated. 
Run pack analysis - follow 
recommended actions (MIM 
338). If that 

doesn"t fix the problem, 
run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


AF96 










Completed control store 
nucleus load w/o detected 
errors. 

Indicate failure of code 
from load. 

Customization may be 
wrong. Reload microcode 
(MIM 324). If that 
doesn"t fix the problem, 
run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


AFF2 










Unexpected interrupt 
on Interrupt Level 2. 
Devices on this interrupt: 
Data Communication Adapt 
(MIM 910) 
CSP (Interval Timer) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


AFF4 










Unexpected interrupt on 
Interrupt Level 4 
Attempt to restart the 
current operation. 
Devices on this interrupt: 
Work Station Controller 
Data Storage 
Attachment - 1 
Data Storage 
Attachment - 2 
Data Storage Controller 


bSOO 










MDI MAP not found. Check 
for correct diskette or 
damaged diskette. 


b501 










Load module not found. 
Check for correct diskette 
or damaged diskette. 


b503 










Configure error. 


COOO 










Default wrap supervisor 
halt code; Re-IPL 


C001 










Wrap module not found. 
Misconfigured or bad disk 
or diskette. 

Check UDT for correct 
configuration. 


C002 










System reference code 
module ID (WFEOO) not 
found in wrap address 
table. Misconfigured or 
bad disk or diskette. 


C003 










Primary system reference 
code table entry missing. 
Misconfigured or bad disk 
or diskette. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C004 










Secondary system reference 
code table entry missing. 
Misconfigured or bad disk 
or diskette. 


C201 


A-A1N2/ 

A-A1M2/ 
A-A1L2/ 
A-A1K2 
A-A1J2 


45 
45 


2462206 
2462261 

2462205 


MS card 128k 
MS card 256k 

MSP Data flow card 


Bad 2 KB main storage 
page. Use MIM 160 to find 
the bad card. 


LrOU 1 


A_A1 no 

M-M 1 VxZ 

A-A1P2 
A-A1F2 


4 
1 


1 u 

2462208 
2462202 


Wo conxroiier cara 
WS adapter card 
Control panel card 


The work station 
controller was unable to 
perform an initial address 
load operation. Replace 
the FRUs first. If FRUs 
fail to fix the problem, 
go to MIM 155 Channel 
Strip. 




A-A1P2 


5 


2462208 


WO conxroiier caru 
WS adapter card 


The work station 
controller was unable to 
perform a sense data 
buffer operation. Replace 
the FRUs first. If FRUs 
fail to fix the problem, 
go to MIM 155 Channel 
Strip. 


C603 


A-A1 Q2 
A-A1P2 


95 
5 


2462208 


WS adapter card 


The work station 
controller was unable to 
perform a load cycle steal 
steal counter operation. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C604 


A-A1Q2 
A-A1G2 
A-A1P2 


90 
6 
4 


2462210 
2462203 
2462208 


WS controller card 

CSP card 

WS adapter card 


The work station 
controller failed the 
processor interrupt test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C606 


A-A1Q2 
A-A1P2 
A-A1G2 


90 
9 
1 


2462210 
2462208 
2462203 


WS controller card 
WS adapter card 
CSP card 


The work station 
controller failed the 
program load test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Stnp. 


C608 


A-A1Q2 
A-A1P2 
A-A1G2 


90 
9 
1 


2462210 
2462208 
2462203 


WS controller card 
WS adapter card 
CSP card 


The work station 
controller failed the 
interrupt structure test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C609 


A-A1Q2 
A-A1P2 
A-A1G2 


90 
9 
1 


2462210 
2462208 
2462203 


WS controller card 
WS adapter card 
CSP card 


The work station 
controller failed the 
pacer /block length test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C610 


A-A1Q2 
A-A1P2 
A-A1G2 


65 
34 
1 


2462210 
2462208 
2462203 


WS controller card 
WS adapter card 
CSP card 


The work station 
controller failed the 
branch instruction test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C611 


A-A1Q2 
A-A1P2 


95 

5 


2462210 
2462208 


WS controller card 
WS adapter card 


The work station 
controller failed the 
register ihsturction test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, goto MIM 155 
Channel Strip. 


LrU iZ 


A Aino 
M-M 1 V2Z 

A-A1P2 


OR 

5 


Z40ZZ1 u 

2462208 


WO coniroiier cara 
WS adapter card 


The work station 
controller failed the 
arithmetic instruction 
test. 

Replace the FRUs first. 
If FRUs fail to fix the 
problem, goto MIM 155 
Channel Strip. 




A-A1 #^0 
M-M 1 V2Z 

A-A1P2 


SIS) 

5 


Z4DZZ 1 U 

2462208 


WS controller card 
WS adapter card 


The work station 
controller failed the 
register to storage 
instruction test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C614 


A-A1 Q2 
A-A1P2 


95 
5 


2462210 
2462208 


WW OUllLIVIId \fOt%M 

WS adapter card 


The work station 
controller failed the 
channel processor check 
test. 

Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


Colo 


A-A 1 ClZ 
A-A1P2 


95 
5 


2462210 
2462208 


WS controller card 
WS adapter card 


The work ststion 
controller failed the 
new attachment controller 
micro instruction test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


Co ID 


A-Ai Q2 
A-A1P2 


95 
5 


2462210 
2462208 


WS controller card 
WS adapter card 


The work station 
controller failed the 
base displacement 
instruction test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C617 


A-A1Q2 
A-A1P2 


95 
5 


2462210 
2462208 


WS controller card 
WS adapter card 


The work station 
controller failed its 
storage test. 
Replace the FRUs first. 
If FRUs fail to fix the 
problem, go to MIM 155 
Channel Strip. 


C618 


A-A1Q2 
A-A1P2 


95 
5 


2462210 
2462208 


WS controller card 
WS adapter card 


The work station 
controller failed its 
storage test. 
Replace the FRUs first, 
if FRUs fail to fix the 
problem, go to MIM 155 
Channel Stnp. 


C850 


A-A1U2 
A-A1T2 
A-A1G2 


96 
1 
1 


2462212 
2462211 
2462203 


CSEIA card 

SLCA pass-thru card 

CSP card 


EIA/CCITT communications 
adapter failure SLCA. 
CSIPL failure. 
EIA cable p/n 2453139. 



172 



E12 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C851 


A-A1U2 
A-A1T2 


96 
1 


2462212 

246221 0 


CSEIA card 

Fl f^A onntrnilAr 


EIA/ CCITT communications 
adapter failure line 1 . 
Note: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
EIA cable p/n 2453139. 


C852 


A-A1V2 
A-A1 T2 


96 
1 


2462212 
2462210 


CSEIA card 


EIA/CCITT communications 
adapter failure line 2. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
EIA cable p/n 2453139. 


C853 


A-A1W2 
A-A1T2 


96 
1 


2462212 
2462210 


CSEIA card 

ELCA controllisr 


EIA/CCITT communications 
adapter failure line 3. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
EIA cable p/n 2453139. 


C854 


A-A1X2 
A-A1T2 


96 
1 


2462212 
2462210 


CSEIA card 
ELCA controller 


EIA/CCITT communications 
adapter failure line 4. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
EIA cable p/n 2453139. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C860 


A-A1U2 
A-A1T2 
A-A1G2 


96 
1 
1 


2462214 
2462211 
2462203 


CSDDA card 

SLCA pass-thru card 

CSP card 


DDSA communications 
adapter failure SLCA. 
CSIPL failure. 
DDSA cable p/n 2453145. 


C861 


AA1U2 


96 

1 
1 


2462214 


CSDDA card 


DDSA communications 
adapter failure line 1 . 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
DDSA cable p/n 2453145. 


C862 


A-A1V2 

r\'r\ ltd. 


96 
1 


2462214 


CSDDA card 

CLiV^M ifUriiruiicr 


DDSA communications 
adapter failure line 2. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
DDSA cable p/n 2453145. 


C863 


A-A1W2 
A-A1T2 


96 
1 


2462214 
2462210 


CSDDA card 
FLCA controller 


DDSA communications 
adapter failure line 3. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3). C8x4 (line 4) 
suspect A-A1T2(55%). 
CSIPL failure. 

DDSA cable p/n 2453145. 



174 



E14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C864 


A-A1X2 

A A 1 TO 

A-Al TZ 


96 
1 


2462214 

Oiicooi n 


CSDDA card 
bLUA controller 


DDSA communications 
adapter failure line 4. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
DDSA cable p/n 2453145. 


C870 


A-A1U2 
A-A1T2 
A-A1G2 


96 
1 
1 


2462213 
2462211 
2462203 


CSX21 card 

SLCA pass-thru card 

CSP card 


X.21 communications 
adapter failure SLCA. 
CSIPL failure. 
X.21 cable p/n 2453143. 


C871 


A-A1U2 

A A «l TO 

A-A iTz 


96 
1 


2462213 

OilCOOl A 

Z4dZZ 1 0 


CSX21 card 
ELCA controller 


X.21 communications 
adapter failure line 1. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
X.21 cable p/n 2453143. 


C872 


A-A1V2 
A-A1T9 


96 

1 
1 


2462213 

^HD^^ 1 U 


CSX21 card 
cLiV#M conxroiier 


X.21 communications 
adapter failure line 2 
NOTE: If all comm lines 
fail with CSxl (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
X.21 cable p/n 2453143. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 




A-A1T2 


1 


2462210 


PSX21 rarri 
v^o/v£ 1 oar u 

ELCA controller 


X.21 conrimunications 
adapter failure line 3. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 


C874 


A-A1X2 


96 

1 
1 


2462213 


CSX21 card 


X.21 communications 
adapter failure line 4. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
X.21 cable p/n 2453143. 


C881 


A-A1U2 
A-A1T2 


96 
1 


2462215 
2462210 


CSV35 card 

Fl PiX onntmlli^kr 

CLaV^r^ III wild 


V.35 communications 
adapter failure line 1 . 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
V.35 cable p/n 2462238. 


C882 


A-A1V2 
A-A1T2 


96 
1 


2462215 
2462210 


CSV35 card 
ELCA controller 


V.35 communications 
adapter failure line 2. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3). C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
V.35 cable p/n 2462238. 



176 



E16 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C883 


A-A1W2 

A.A1T9 


96 

i 

1 


2462215 


CSV35 card 

C.L.w#n uuiiiiiuiior 


V.35 communications 
adapter failure line 3. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A-A1T2 (55%). 
CSIPL failure. 
V.35 cable p/n 2462238. 


C884 


A-A1X2 


96 

1 
1 


2462215 


CSV35 card 


V.35 communications 
adapter failure line 4. 
NOTE: If all comm lines 
fail with C8x1 (line 1), 
C8x2 (line 2), C8x3 
(line 3), C8x4 (line 4) 
suspect A- A1T2 (55%). 
CSIPL failure. 
V.35 cable p/n 2462238. 


C8A0 


A-A1V2 
A-A1T2 
A-A1G2 


96 
1 
1 


2462212 
2462211 
2462203 


CSEIA card 

SLCA pass-thru card 

CSP card 


EIA/CCITT communications 
adapter failure SLCA. 
CSIPL failure. 
EIA cable p/n 2453139. 


C8AA 


A-A1T2 
A-A1G2 


95 
2 


2462210 
2462203 


ELCA controller 
CSP card 


Bus coupler TUs to Comm 
controller failed. 
Note: CSIPL failure. 



El 7 



177 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C8Ab 


A-A1T2 


90 


2462210 


ELCA controller 


Controller TUs to comm 




A-Al U/ 


Z 




CobiA card 


controller failed. 






2462214 
2462213 
2462215 


CSDDA card 
CSX21 card 
CSV35 card 


Note: CSIPL failure. 
If SRC C8x1,C8x2, C8x3, 
or C8x4 IS displayed, 
remove cards A-Al U2, 




A-A1V2 


2 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 


A A1\/0 A A 1 \A/0 A AiV 

A-AJVz, A-Al wz ana a-aia 
RE-IPL, and if SRC C8Ab is 
displayed, replace 
A-A1T2, otherwise 
reinstall one card at a 




A-Al W2 


2 


2462212 


CoEIA card 


time until SRC C8Ab is 
displayed which means the 








2462213 


CSX21 card 


last card installed is 
bad. 








2462215 


CSV35 card 




A-A1X2 


2 


2462212 
2462214 
2462213 
2462215 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 




C910 


A-A1B2 


70 


2462200 


Disk A adapter 


Adapter reg wrap failed. 




A A 1 / 

A-Al C2/ 


20 


2462209 


DSA2 card 


Ensure customer PD has 
been completed. 
Ensure cable A-Al YJ is 










n^A1 rarri 




A-A1 YJ 


5 


2453100 




properly seated. 




A-A1A2 


5 


2462200 


Disk B adapter 


Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C911 


A-A1B2 


70 


2462200 


Disk A adapter 


Set interrupt req failed. 




A-A1C2/ 


20 


2462209 


DSA2 card 


Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 




A-A1D2 




2462201 


DSA1 card 



E18 



178 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C912 


A-A1B2 
F-A1A2 

A-A1YJ 


45 
45 

5 


2462200 
1616312 

1 0 1 OO 1 £. 

2453100 


Disk A adapter 
30MB Digital card 

OVIVID L/iyilCII \0Oi\M 

Signal cable 


Adapter/ Disk interface 
wrap failed. Ensure 
customer PD has been 
completed. 

Ensure cable A-A1YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C913 


F-A1A2 

F-C1A1 
A-A1YJ 
F-B1A5 
A-A1B2 


50 

20 
5 
5 
5 


1616312 

1 D 1 QO 1 

1616814 
2453100 
2453101 
2462200 


30MB Digital card 

ouiviD L/igiiai i#ciru 

Drive card 
Signal cable 
21 ED Pwr Cable 
Disk A adapter 


Motor Stop/POR test failed 
Ensure customer PD has 
been completed. 
Ensure cables A- A1YJ and 
F-B1A5 are properly seated 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C914 


F-A1A2 

A.AI DO 

A-A1YJ 


75 
5 


1616312 
1616312 

2453100 


30MB Digital card 
60MB Digital card 

L^lolv r\ CIUICipi.Cr 

Signal cable 


Disk interface register 
wrap failed. Ensure 
customer PD has been 
completed. 

Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C915 


F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 


30 

20 

20 
10 

5 


1616312 
1616312 

i W 1 1 mm 

4044272 
1616324 
1616814 
1616699 
1616119 
2453101 


30MB Digital card 
60MB Diaital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 


Motor Start test failed. 
Ensure customer PD has 
been completed. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A1 



179 



SRC 



FRU 



% 



P/N 



FRU DESCRIPTION 



SERVICE COMMENTS 



C916 



F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 



30 

20 

20 
10 



1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 
2453101 



30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 



Recalibrate Head 0 failed. 
Ensure customer PD has 
been completed. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 



C917 



F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 



30 

20 

20 
10 



1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 
2453101 



30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 



Recalibrate Head 1 failed. 
Ensure customer PD has 
been completed. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 



C918 



F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 



30 

20 

20 
10 



1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 
2453101 



30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 



Multi-cylinder Seek failed 
Ensure customer PD has 
been completed. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



C919 



F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 



30 

30 

20 
10 



1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 
2453101 



30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 



Multi- cylinder seek failed 
Ensure customer PD has 
been completed. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C91A 


F-A1A2 

F-B1A3 

F-C1A1 
F-DE 

F-B1A5 


30 

20 

20 
10 

5 


1616312 
1616312 
4044272 
1616324 
1616814 
1616699 
1616119 
2453101 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Drive card 
A2 (30MB HDA) 
A3 (60MB HDA) 
21 ED Pwr Cable 


Diagnostic Settle failed. 
Ensure customer PD has 
been connpleted. 
Ensure cable F-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C91C 


F-A1 A2 
F-B1A3 
F-DE 


40 
25 
25 


1616312 
1616312 
4044272 
1616324 
1616699 
1616119 


')0MB Diaital rard 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 


Data time interval timing 
test failed. 

Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C91E 


F-A1A2 
F-B1A3 
F-DE 


40 
25 
25 


1616312 
1616312 
4044272 
1616324 
1616699 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 


Sector/ Index timing test 

failed. 

Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C920 


A-A1B2 
F-A1A2 

F-B1A3 

A-A1YJ 
F-DE 


60 
20 

5 

5 
5 


2462200 
1616312 
1616312 
4044272 
1616324 
2453100 
1616699 
1616119 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 
A2 (30MB HDA) 
A3 (60MB HDA) 


Adapter access test failed 
Ensure customer PD has 
been completed. 
Ensure cable A-A1YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 



A3 



181 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C921 


A-A1B2 
F-A1A2 

F BI A3 

A-A1YJ 
F-DE 


70 
10 

5 

5 
5 


2462200 
1616312 
1616312 
4044272 
1616324 
2453100 
1616699 
1616119 


Disk A adapter 

60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 
A2 (30MB HDA) 
A3 (60MB HDA) 


Loop VFO test failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C922 


F-A1A2 
F-B1A3 
F-DE 


30 
20 
20 


1616312 
1616312 
4044272 
1616324 
1616699 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 


Read ID all heads failed. 
Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C923 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 

60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Adapter read ID failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C924 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 

1 w 1 WW 1 mm 

1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Diaital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Adapter read Data failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A4 



182 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C925 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Read Verify failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1 YJ is 
properly seated. 
Run disk problenn 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C926 


F-A1A2 
F-B1A3 
F-DE 


30 
20 
20 


1616312 
1616312 
4044272 
1616324 
1616699 
1616119 


30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 


Write Data all heads 
failed. Ensure customer 
PD has been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C927 


A-A1B2 
F-A1A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Adapter wnte Data failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C928 


A-A1B2 
F-A1 A2 

F-B1A3 

F-DE 

A-A1YJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Read Diagnostic failed. 
Ensure customer PD has 
been completed. 
Ensure cable A- A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacmg FRUs. 
(MIM 802, 105) 



A5 



183 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C929 


AMB2 
F-A1A2 

F-B1A3 

F-DE 

A-AIYJ 


60 
10 

10 

10 

5 


2462200 
1616312 
1616312 
4044272 
1616324 
1616699 
1616119 
2453100 


Disk A adapter 
30MB Diaital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
A2 (30MB HDA) 
A3 (60MB HDA) 
Signal cable 


Correct ECC failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-AIYJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C930 


A-A1A2 
A-A1 C2 
A-A1ZA 
A-A1A2 


70 
20 
5 
5 


2462200 
2462209 
2453100 
2462200 


Disk B adapter 
DSA2 card 
Signal cable 
Disk B adapter 


Adapter reg wrap failed. 
Ensure customer PD has 
been completed. Ensure 
cable A-AIZa is properly 
seated. 

Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C931 


A-A1A2 
A-A1C2 


70 
20 


2462200 
2462209 


Disk B adapter 
DSA2 card 


Set interrupt req failed. 
Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C932 


A-A1A2 
G-A1A2 
A-A1ZA 


45 
45 
5 


2462200 
1616312 
2453100 


Disk B adapter 
60MB Digital card 
Signal cable 


Adapter/ Disk interface 
wrap failed. Ensure 
customer PD has been 
completed. 

Ensure cable A-AIZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A6 



184 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C933 


G-A1A2 

V3 V-r 1 r\ 1 

A-A1ZA 
G-B1A5 
A-A1A2 


50 

5 
5 
5 


1616312 

1 U 1 QO 1 H 

2453100 
2453101 
2462200 


60MB Digital card 

L/rivc udru 

Signal cable 
21 ED Pwr Cable 
Disk B adapter 


Motor Stop/POR test failed 
Ensure customer PO has 
been completed. 
Ensure cables A- A1 ZA and 
G-B1 A5 are properly seated 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C934 


G-A1A2 
A-A1A2 


75 
20 

R 


1616312 
2462200 


60MB Digital card 
Disk B adapter 

Qirtnal r^saKIa 
oiyiicii udijicr 


Disk interface register 
wrap failed. Ensure 
customer PD has been 
completed. 

Ensure cable A-A1ZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C935 


G-A1A2 

VJ D i /nO 

GdAI 

G-DE 

G-B1A5 


30 

90 
£1/ 

20 

10 

5 


1616312 

1 1ll fi19d 
1616814 
1616119 
2453101 


60MB Digital card 

OUIVID A\l1cllvli| udru 

Drive card 

A3 (60MB HDA) 

21 ED Pwr Cable 


Motor Start test failed. 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C936 


G-A1A2 

G-B1A3 

G-CIAI 

G-DE 

G-B1A5 


30 
20 
20 
10 
5 


1616312 
1616324 
1616814 
1616119 
2453101 


60MB Digital card 
fiOMB Analoci rarri 

Drive card 

A3 (60MB HDA) 

21 ED Pwr Cable 


Recalibrate Head 0 failed. 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A7 



185 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C937 


G-A1A2 

O'D IMo 

G-C1A1 

G-DE 

G-B1A5 


30 
zu 
20 
10 
5 


1616312 

1 D 1 DoZh 

1616814 
1616119 
2453101 


60MB Digital card 
DuiviD Analog cara 
Drive card 
A3(60MBHDA) 
21 ED Pwr Cable 


Recalibrate Head 1 failed. 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C938 


G-A1A2 

O D*! AO 

GdAI 

G-DE 

G-B1A5 


30 

20 
10 

5 


1616312 

1616814 
1616119 
2453101 


60MB Digital card 
60MB Analog card 
Drive card 
A3 (60MB HDA) 
21 ED Pwr Cable 


Multi-cylinder Seek failed 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C939 


G-A1A2 

V3-D1 Ao 

G-C1A1 

G-DE 

G-B1A5 


30 
oU 
20 
10 
5 


1616312 

1616814 
1616119 
2453101 


60MB Digital card 
buiViD Analog cara 
Drive card 
A3 (60MB HDA) 
21 ED Pwr Cable 


Multi-cylinder seek failed 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C93A 


G-A1A2 

G-C1A1 

G-DE 

G-B1A5 


30 

20 
10 
5 


1616312 

1 D 1 D«jZt 

1616814 
1616119 
2453101 


60MB Digital card 
DUIVID Mnaiog caru 
Drive card 
A3 (60MB HDA) 
21 ED Pwr Cable 


Diagnostic Settle failed. 
Ensure customer PD has 
been completed. 
Ensure cable G-B1A5 is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



186 



A8 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 




/J A i AO 

G-B1A3 
G-DE 


25 
25 


1 0 1 DO 1 Z 

1616324 
1616119 


DUIVID UlylTal Cara 

60MB Analog card 
A3 (60MB HDA) 


Data tim6 intsrvai timing 
test failed. 

Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FPUs. 
(MIM802, 105) 




n A1 AO 
VJ-M 1 M<fc, 

G-B1A3 
G-DE 


/in 
25 
25 


1 D 1 DO 1 Z 

1616324 
1616119 


DUiviD uigixai caro 
60MB Analog card 
A3 (60MB HDA) 


Sector/ Index timing test 
failed. 

Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C940 


A-A1A2 

rs A1 AO 
U-M IMZ 

G-B1A3 
A-A1ZA 
G-DE 


60 
on 

5 
5 
5 


2462200 

1 D1 Dol Z 

1616324 
2453100 
1616119 


Disk B adapter 
DUIVID Liigiiai cara 
60MB Analog card 
Signal cable 
A3 (60MB HDA) 


Adapter access test failed 
Ensure customer PD has 
been completed. 
Ensure cable A-A1ZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C941 


A-A1A2 
G-Al A2 
G-B1A3 
A-A1ZA 
G-DE 


70 
10 

5 
5 
5 


2462200 

1616324 
2453100 
1616119 


Disk B adapter 

60MB Analog card 
Signal cable 
A3 (60MB HDA) 


Loop VFO test failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1ZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A9 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


C942 


G-A1A2 
G-B1A3 
G-DE 


30 
20 
20 


1616312 
1616324 
1616119 


60MB Digital card 
60MB Analog card 
A3 (60MB HDA) 


Read ID all heads failed. 
Ensure customer PD has 
been completed. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C943 


A-A1A2 

G-A1A2 

G-B1A3 

G-DE 

A-A1ZA 


60 
10 
10 
10 

5 


2462200 
1616312 
1616324 
1616119 
2453100 


Disk B adapter 
60MB Digital card 
60MB Analog card 
A3 (60MB HDA) 
Signal cable 


Adapter read ID failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-AIZA is 
properly seated. 
Run^disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C944 


A-A1A2 

G-A1A2 

G-B1A3 

G-DE 

A-A1ZA 


60 
10 
10 
10 

5 


2462200 
1616312 
1616324 
1616119 
2453100 


Disk B adapter 
60MB Digital card 
60MB Analog card 
A3 (60MB HDA) 
Signal cable 


Adapter read Data failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-AIZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


C945 


AA1A2 

G-A1A2 

G-B1A3 

G-DE 

A-AIZA 


60 
10 
10 
10 

5 


2462200 
1616312 
1616324 
1616119 
2453100 


Disk B adapter 
60MB Digital card 
60MB Analog card 
A3 (60MB HDA) 
Signal cable 


Read Verify failed. 
Ensure customer PD has 
been completed. 
Ensure cable A-A1ZA is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 



A10 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 




r> Ai AO 


on 
oU 


Id A01 O 


ouivid uiQitdi card 


\A/ritp riata all HpsHq 

VVIILC L^OLO OH 1 




va-D iMo 
G-DE 


zu 
20 


1 O 1 OoZH 

1616119 


OUIVID MrlalOy Cara 

A3 (60MB HDA) 


failed. Ensure customer 
PD has been connpleted. 
Run disk problem 
determination procedures 
before replacing FPUs. 
(MIM802, 105) 


C947 


A-A1A2 


60 


2462200 


Disk B adapter 


Adapter write Data failed. 




G-A1A2 


10 


1616312 


60MB Digital card 


dloUlc UUoLUIIlCl i LJ llcio 

been completed. 
Ensure cable A-AIZA is 
properly seated. 




O-D IMo 

Iji-Lit: 


lU 
lU 


1 D 1 DoZH 

1 A1 1Q 
ID ID 1 l«f 


duivid Mnaiog cara 

AO fAnnyiR l-irkA\ 
Mo \DUIVId MUM/ 




A-A1ZA 


5 


2453100 


Signal cable 


Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C948 


A-A1A2 


60 


2462200 


Disk B adapter 


Read Diagnostic failed. 




G-A1A2 


10 


1616312 


60MB Digital card 


been completed. 
Ensure cable A-AIZA is 
properly seated. 




R1 AO 

V3-UC: 


lU 

in 

lU 


1 D 1 DoZt 

1 AI A1 1Q 
lO ID 1 17 


DUIVID Mnaiog cara 

AO fAHHilR unA\ 
Mo iDUIVID mlim; 




A-A1ZA 


5 


2453100 


Signal cable 


Run disk problem 
determination procedures 
before replacing FRUs. 
(MIM802, 105) 


C949 


A-A1A2 


60 


2462200 


Disk B adapter 


Correct ECC failed. 




G-A1A2 


10 


1616312 


60MB Digital card 


CllbUro uUblUiiicr rU lido 

been completed. 
Ensure cable A-AIZA is 
properly seated. 




AO 

V3~D 1 Mo 

G-DE 


lU 

10 


1 Ai AOO^ 
1 D 1 DoZ4 

1616119 


DUIVID Mnaiog cara 
A3 (60MB HDA) 




A-A1ZA 


5 


2453100 


Signal cable 


Run disk problem 
determination procedures 
before replacing FRUs. 
{MIM802, 105) 


CC35 


A-A1P2 


95 


2462208 


WS adapter card 


The work station adapter 




A-A1Q2 


5 


2462210 


WS controller card 


card failed the controller 
DBI/DBO test. 



All 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC36 


A-A1P2 
A-A1Q2 


95 
5 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed its wrap test. 


CC37 


A-A1P2 
A-A1Q2 


95 
5 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed to reset its 


CC38 


A-A1P2 
A-A1Q2 


95 
5 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed its diag mode 

onri r\rf\rt toc+ 

Ginu pruy icvci icsi. 


CC39 


A-A1P2 
A-A1Q2 


95 
5 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed its SERDES 
test 


CC3A 


A-A1P2 
A-A1Q2 
A-A1G2 


85 
10 

5 


2462208 
2462210 
2462203 


WS adapter card 
WS controller card 
CSP card 


The work station adapter 
card failed its interrupt 

nmnrum / timar fact 
|jiv/yiaiM/ mild icoi. 


CC3C 


A-A1P2 
A-A1Q2 
A-A1G2 


70 
25 
5 


2462208 
2462210 
2462203 


WS adapter card 
WS controller card 
CSP card 


The work station adapter 
failed a cycle steal test. 


CC3E 


A-A1P2 
A-A1Q2 


95 
5 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
failed its hardware 
interrupt levels test. 


CC3F 


A-A1P2 
Wrkstn 
WS cbl 


80 
15 
5 


2462208 


WS adapter card 
Twinax/IBM cbl 


The work station adapter 
card failed its port 0 
line driver test. 
Replace A1 P2 card first. 
If this FRU fails to fix 
the problem, go to the 
work station device 
maintenance manual and MIM 
710 (Cable Check 
Procedure) to check the 
remaining FRUs. 
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A12 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC40 


A-A1P2 
Wrkstn 
WS cbl 


80 
15 
5 


2462208 


WS adapter card 
Twinax/IBM cbl 


The work station adapter 
card failed to poll the 
system console. 
Verify that another work 
station on port 0 is not 
at same address as console 
Replace A1 P2 card. 
If this FRU fails to fix 
the problem, go to the 
work station device 
maintenance manual and MIM 
710 (Cable Check 
Procedure) to check the 
remaining FRUs. 


CC41 


A-A1 P2 

VV iKSLn 

WS cbl 


60 

*in 

o\j 
10 


2462208 


WS adapter card 
Twinax/IBM cbl 


The work station adapter 
failed its error checks 
test. 

This test needs a working 
console to run. 
Verify that two work 
stations are not at the 
same address on port 0, 
then replace A1 P2 card. 


CC42 


A-A1P2 
A-A1Q2 


80 
20 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed the cycle 
steal register test. 


CC43 


A-A1P2 
A-A1Q2 


80 
20 


2462208 
2462210 


WS adapter card 
WS controller card 


The work station adapter 
card failed its hardware 
interrupt test. 


CC44 


A-A1Q2 
A-A1P2 


80 
20 


2462210 
2462208 


WS controller card 
WS adapter card 


The work station adapter 
card failed to poll the 
system console. 



A13 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC46 


AA1Q2 


95 


2462208 
2462210 


WS adapter card 
WS controller card 


A1 Q2 may have either out 
board controller 
(expansion system) or work 
station adapter (base 
system), depending on 
system configuration. 


CC4A 


A-A1P2 
Wrkstn 
WS cbl 


80 
15 
5 


2462208 


WS adapter card 
Twinax/IBM cbl 


The work station adapter 
card failed its port 1 -3 
line drive test. 
Replace A-A1 P2 first. 
If this FRU fails to fix 
the problem, go to the 
work station device 
maintenance manual and MIM 
710 (Cable Check 
Procedure) to check the 
remaining FRUs. 


CC51 


A-A1P2 


99 


2462208 


WS adapter card 


The work station adapter 
card failed it RAM test. 


CC52 


A-A1P2 


99 


2462208 


WS adapter card 


The work station adapter 
card failed its cycle 
steal block length test. 


CC60 


Base - 
A-A1Q2 
Wrkstn 
WS cbl 

Exp — 
A-A1P2 
Wrkstn 
WS cbl 


80 
15 
5 

80 
15 
5 


2462208 
2462208 


WS adapter card 
Twinax/IBM cbl 

WS adapter card 
Twinax/IBM cbl 


Port 0 failed. 

The work station adapter 
card failed its hardware 
interrupt levels test. 
Replace A-A1 Q2 card (base 
work station) or A-A1 P2 
(expansion work station 
feature). If the card 
fails to fix the problem, 
go to the Work Station 
Device Maintenance manual 
and MIM 710 (Cable Check 
procedure) to check the 
other FRUs. 
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A14 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC61 


Base 

L/lO|Jlciy 

WS cbl 

A-A1Q2 

Exp — 

Display 

WS cbl 

A-A1P2 

A-A1Q2 


30 
10 

60 
30 
7 
3 


2462208 

2462208 
2462210 


Twinax/IBM cbl 
WS adapter card 

Twinax/IBM cbl 
WS adapter card 
WS controller card 


The work station failed 
Its hardware interrupt 
level test. 


CC62 


Base 

A-A1Q2 

Wrkstn 

VVO trUI 

Exp — 
A-A1P2 
Wrkstn 
WS cbl 


80 
15 

R 

80 
15 
5 


2462208 
2462208 


WS adapter card 

Tuuinav /IRim f^M 

1 WIIICIA/ IDIVI OUI 

WS adapter card 
Twinax/IBM cbl 


The work station adapter 
card failed its hardware 
interrupt levels test. 
Replace A- A1 Q2 card (base 
work station) or A-A1 P2 
(expansion system). If the 
FRUs fail to fix the 
problem, go to MIM 706 
(Network Analysis 
Procedure). 


CC63 


Wrkstn 

wo i#Ml 


75 




1 WIIICIA/ IDIVI \ffJt 


Display stations and /or 
printers on a port are not 
responding. Go to the 
device maintenance manual 
(s) and MIM 710 (Cable 
Check Procedure). Use MIM 
706 (Network Analysis 
Procedure) to assist in 
the problem. 


CC65 


A-A1Q2 
A-A1G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
Odiu laiicu lilt/ i<uiiiruiior 

DBI/DBOtest. 


CC66 


A-A1Q2 
A-A1G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
card failed its wrap test. 


CC67 


A-A1Q2 
A-A1G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
card failed to reset its 
check latches. 



A15 
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SRC 


FRU 


0/ 
% 


P/N 


FRU DcSCRIPTION 


SERVICE COMMENTS 


CC68 


A-A1Q2 
AMG2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
card failed its diag mode 
and prog level test. 


CC69 


A-A1Q2 
A-Aj G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
card failed its SERDES 
test. 


CC6A 


A-A1Q2 

A A 1 

A-A1 G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
card failed its interrupt 
program /timer test. 


CC6C 


A-A1Q2 
A-A1G2 


75 
25 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
failed a cycle steal test. 


CC6E 


A-A1Q2 
A-A1G2 


95 
5 


2462208 
2462203 


WS adapter card 
CSP card 


The work station adapter 
hardware interrupt levels 
test. 


CC6F 


A-A1Q2 
Wrkstn 
WS cbl 


80 
15 
5 


2462208 


WS adapter card 
Twinax/IBM cbl 


The work station adapter 
card failed its port 0 
line driver check. 
Replace A1 Q2 card first. 
If this FRU faik to fix 
the problem, go to the 
work station device 
maintenance manual and MIM 
710 (Cable Check 
Procedure) to check the 
remaining port 0 FRUs. 
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A16 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC70 


A-A1Q2 


80 


2462208 


WS adapter card 


The work station adapter 




Wrkstn 


15 




card failed to poll the 




WS cbl 


5 




Twinax/IBM cbl 


system console. 
Verify that another work 
station on port 0 is not 
at sanne address as 
console. 

Replace A1Q2 card. 
If this fails to fix the 
problem, go to the work 
station device maintenance 
manual and MIM 710 (Cable 
Check Procedure) to check 
the remaining port 0 FRUs. 


CC71 


A-A1Q2 


70 


2462208 


WS adapter card 


The work station adapter 




Wrkstn 


30 




failed its error checks 
test. 

This test needs a working 
console to run. 
Verify that two work 
stations are not at the 
same address on port 0. 
Replace A1 Q2 card first. 
If the adapter card fails 
to fix the problem, go to 
the console maintenance 
manual. 


CC72 


A-A1Q2 


80 


2462208 


WS adapter card 


The work station adapter 




A-A1G2 


20 


2462203 


CSP card 


card failed the cycle 
steal register test. 



A17 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CC7A 


A-A1Q2 
Wrkstn 

\A/Q r*M 
WO GDI 


80 

15 

c 
3 


2462208 
2462210 


WS adapter card 
WS controller card 

1 winax/ iDivi GDI 


The work station adapter 
card failed its port 1 -3 
line drive test. 
Replace A-A1 P2 first. 
If this FRU fails to fix 
the problem, go to the 
work station device 
maintenance manual and MIM 
710 (Cable Check 
Procedure) to check the 
remaining FRUs. 


CC81 


A-A1Q2 


99 


2462208 


WS adapter card 


The work station adapter 
card failed it RAM test. 


CC82 


A-A1Q2 


99 


2462208 


WS adapter card 


The work station adapter 
card failed its cycle 
steal block length test. 


CdIO 


A-A1D2 
A-A1G2 


90 
10 


2462201 
2462203 


DSA1 card 
CSP card 


Buffered adapter wraps 
failed. 


Cd30 


A-A1D2 
DCC 
A-A1G2 
A-A1YB 


93 
4 
2 
1 


2462201 
4240728 
2462203 
2453100 


DSA1 card 
Drive Control card 
CSP card 
Signal cable 


Diskette DLC wraps failed. 
See MIM 602 for isolating 
diskette drive problems. 
DCC = drive control card. 


Cd81 


A-A1C2 
A-A1A2 
A-A1B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 is properly seated. 


Cd82 


A-A1C2 
A-A1A2 
A-A1B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 IS properly seated. 


Cd83 


A-A1C2 
A-A1A2 
A-A1B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 is properly seated. 


Cd84 


A-A1C2 
A-A1A2 
A-A1 B2 


70 

10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 is properly seated. 
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A18 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


Cd85 


A-A1C2 
A-A1A2 
A-A1 B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 IS properly seated. 


CdSe 


A-A1C2 
A-A1A2 
A-A1B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 IS properly seated. 


CdSF 


A-A1C2 
A-A1A2 
A-A1B2 


70 
10 
10 


2462209 
2462200 
2462200 


DSA2 card 
Disk B adapter 
Disk A adapter 


Ensure Top Card Connector 
across positions A2,B2 and 
C2 IS properly seated. 


CF01 










01 - Initialization wrap 
error 


CF61 


A-A1 Q2 
A-A1T2 


60 
40 


2462208 
2462210 
2462210 
2462211 


WS adapter card 
WS controller card 
ELCA controller card 
SLCA pass-thru card 


D 1 - W / S , IVI LL- A 

1 PL Mode 1 FFOO. If SRC 
2018 appears, replace 
A-A1T2. If IPL completes, 
go to MIM 915. 


CF65 


A-A1D2 


99 


2462201 


DSA1 card 


65 - disk/dskt DSA. 


CF67 


A-A1C2 


99 


2462209 


DSA2 card 


67 - disk/DSA 2. 


CF82 


A-A1U2 

A-A1V2 

A-A1W2 

A-A1X2 

A-A1T2 


23 
23 
23 
23 
7 


2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462212 
2462214 
2462213 
2462215 
2462210 
2462211 


CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
CSEIA card 
CSDDA card 
CSX21 card 
CSV35 card 
ELCA controller card 
SLCA pass-thru card 


82 - communications 
IPL Mode 1 FFOO. Goto 
MIM 910 and run basic 
diagnostic test on all 
communication lines. 



B1 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


CFA2 










A2 - 21 ED disk 

IPL DSKT03 Mode 3 0000 












CFC2 - work station 

IPL DSKT03 Mode 3 0000 


CFd2 


A-A1D2 
DCC 
A-A1G2 
A.A1 YR 


93 
4 
2 
1 


2462201 
4240728 
2462203 


DSA1 card 

Drive Control card 

CSP card 


Diskette DLC wraps failed. 

Coo MIIV/I (\CVy frkr icrklatinn 
oec IVI 1 IVI Dvj^ Tur ibuiciiiriy 

diskette drive problems. 
DCC = drive control card. 


d346 


A-A1H2 


50 


2462204 


MSP Control card 


CSiPL 3rd load. 




A-A1J2 


30 


2462205 


MSP Data flow card 


A1 N2 is the CSP.SS card. 




A-A1 N2 


10 


2462261 


MS card 256k 




A-A1 G2 












A-A1 


1 




A1 Board 




d444 


A-A1J2 


60 


2462205 


MSP Data flow card 


uoirL ora loaa. 








9dfi99fi1 


MS rard 256k 






A-A1 H2 


7 


2462204 


IWISP Cnntrnl card 






A-A1 


1 


2453968 


A1 Board 




d475 


A-A1 N2 


60 


2462261 


MS rard 256k 


CSIPL 3rd load. 




A-A1J2 


39 


2462205 


MSP Data flow card 






A-A1 


1 


2453968 


A1 Board 




d476 


A-A1 N2 


60 


2462261 


MS card 256k 


uoirL ora loao. 




A-A1J2 


38 


9469905 


MSP Data finw oard 

IVIwI^ L#CI LCI 1 IwVV VrCllvl 






A-A1 


1 




A1 Bnard 




d477 


MS 


73 


2462261 


MS cd 256k 


LroirL ora loaa. 




A-A1H2 
A-A1 


5 
1 


9469905 
2462204 
2453968 


MSP Data fInw card 

IVIwr^ UOvO lli/W XfCktXA 

MSP Control card 
A1 Board 


MS ■ main storage 
Go toMIM 160. 


ClHOU 


A-A 1 JZ 


20 


z4bzzub 


iVi br Data Tiow card 






A-A1H2 


5 


2462204 


MSP Control card 






A-A1 


1 


2453968 


A1 Board 




d483 


MS 


74 


2462261 


MS cd 256k 


CSIPL 3rd load. 




A-A1J2 
A-A1 


24 
1 


2462205 
2453968 


MSP Data flow card 
A1 Board 


MS " main storage 
Go toMIM 160. 



198 



B2 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


d484 


MS 


74 


2462261 


MS cd 256k 


CSIPL 3rd load. 




A-A1J2 
A-A 1 


24 

1 


2462205 
Z4boiJDo 


MSP Data flow card 
AI Board 


MS = mam storage 
Go to MIM 160. 


d485 


MS 


74 


2462261 


MS cd 256k 


CSIPL 3rd load. 




A A 1 11 

A-A1 JZ 


oc 
Zt} 


Z4oZZUb 


njlOn I^mAm Xl^ax AMa«^ 

ivior uata flow card 


MS = mam storage 
Go to MIM 160. 


a4o6 


A A 1 IVIO 

A- AT iMZ 


74 


Z4DZZb1 


Mb card Zbbk 


r^lPI '^rH ln»H 




A A 1 lO 

A-A 1 JZ 


oyi 
Z4 


Z4oZZUb 


liilOD Xl^mmm MMaa^ 

ivior uata Tiow card 






A.A1 

M-M 1 


1 




AI D/\orr1 
r\ 1 DOaiu 




a4oo 


A A 4 IVIO 

A-A1 NZ 


/4 


O.^COOCf 

Z4bZZb1 


Mb card Zbbk 


OOlrL, OrU lUdU. 




A Alio 

A-A 1 JZ 


O/l 

Z4 


o>icoonc 
Z4bZZUb 


IVil^^^^ f^M<^«^ Xl^ama aAm^ 

Mbr Data flow card 






A A 1 

A-A1 


4 
1 


Z4bo9bo 


A1 board 




d489 


A-A1J2 


74 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A A 1 IVI O 

A-A 1 IMZ 


OA 

Z4 


o^cood 
Z4oZZbl 


Mb card ZbbK 






A Ai 

A-A 1 


4 
1 


Z4bo9bo 


AI Board 




d492 


A-A1J2 


60 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A A 1 IVIO 

A-A1 IMZ 


OA 

Zu 


oyicooci 
Z4oZZb1 


Mb card ZbDK 






A A 1 LJO 

A- AT HZ 




OilCOOAil 

Z4dZZU4 


Mbr Uontrol card 






fA~n 1 


1 








Q'*i3o 


A A i IVIO 
A-A 1 IMZ 


/O 


Z4bZZb1 


n/iC /«o*>r1 ORAL- 

Mb card ZbbK 


r^lPI ^rri InaH 




A Ai lO 

A-A 1 JZ 


Z4 


Z4bZZUb 


liil^^^) ^\a<4>A Xl^ma* ^^mm^ 

Mbr uata Tiow card 






A-A1 


i 

1 




A1 Rrkarrl 




AACkA 


IVIo 


/O 


Z4oZZb1 


Mb Cd Zbbk 


v^oir L. oru lUdu. 




A AI to 
A-A 1 JZ 


Z4 


Z4DZZUb 


Mbr uata Tiow card 


MS = mam storage 
Go to MIM 160. 




A.A1 


1 
1 




AI Rr\arrt 
r\ 1 DUdrU 


u4^/ 


A A 1 1VIO 
A-A 1 IMZ 


lA 
/4 


Z4oZZbl 


Mb card Zbbk 






A A 1 lO 
A-Al JZ 


Z4 


Z4oZZUb 


Mbr uata Tiow card 






A-A1 


1 


2453968 


AI RnarH 




d498 


A-A1N2 


60 


2462261 


MS card 256k 


CSIPL 3rd load. 




A-A1J2 


38 


2462205 


MSP Data flow card 






A-A1 


1 


2453968 


AI Board 




d499 


A-A1N2 


59 


2462261 


MS card 256k 


CSIPL 3rd load. 




A-A1J2 


40 


2462205 


MSP Data flow card 






A-A1 


1 


2453968 


AI Board 
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199 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


d501 


A-A1N2 


99 


2462261 


MS card 256k 


CSIPL 3rd load. 


d502 


A-A1M2 


99 


2462261 


MS card 256k 


CSIPL 3rd load. 


d504 


A-A1L2 


99 


2462261 


MS card 256k 


CSIPL 3rd load. 


d508 


A-A1K2 


99 


2462261 


MS card 256k 


CSIPL 3rd load. 


d511 


A-A1M2 
A-A1J2 


55 
45 


2462261 
2462205 


MS card 256k 
MSP Data flow card 


CSIPL 3rd load. 


d531 


A-A1J2 
A-A1H2 
A-A1N2 


40 
40 
20 


2462205 
2462204 
2462261 


MSP Data flow card 
MSP Control card 
MS card 256k 




d678 


A-A1N2 
A-A1J2 
A-A1M2 

A-A1 


73 
20 
5 

1 


2462261 
2462205 
2462206 
2462261 
2453968 


MS card 256k 
MSP Data flow card 
MS card 128k 
MS card 256k 
A1 Board 


CSIPL 3rd load. 

ivio iiiaiii oiuiayc 

Go toMIM 160. 


d695 


MS 

A-A1J2 
A-A1 


74 

24 
1 


2462206 
2462261 
2462205 
2453968 


MS card 128k 

Mo Cd ZbDK 

MSP Data flow card 
A1 Board 


CSIPL 3rd load. 
MS - main storage 
Go toMIM 160. 




A-A1 GZ 


AO 

98 


2462203 


CSP card 


vxOii 1- oru lUdu. 

A-A1G2 isaCSP/SS card. 


d950 


A-A1G2 
A-A1J2 


33 
33 


2462203 
2462205 


CSP card 

MSP Data flow card 


CSIPL 3rd load. 


d970 


A-A1G2 
A-A1H2 
A-A1J2 


33 
33 
33 


2462203 
2462204 
2462205 


CSP card 

MSP Control card 

MSP Data flow card 


CSIPL 3rd load. 


dAXX 










CSIPL 3rd load. 
Usdd in step mode and in 
stop on errors to indicate 
the TU XX just executed. 


dCOO 


A-A1J2 
A-A1H2 
A-A1G2 
AA1 


50 
30 
18 
1 


2462205 
2462204 
2462203 
2453968 


MSP Data flow card 
MSP Control card 
CSP card 
A1 Board 


CSIPL 3rd load. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dC02 


A-A1G2 


55 


2462203 


CSP card 


CSIPL 3rd load. 




A-A1J2 


30 


2462205 


MSP Data flow card 






A-A1 H2 


15 


2462204 


MSP Control card 






A-A1 


1 


2453968 


A1 Board 




dC03 


A-A1J2 


77 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1G2 


11 


2462203 


CSP card 






A-A1 H2 


10 


2462204 


MSP Control card 






A-A1 


1 


2453968 


A1 Board 




dC06 


A-A1J2 


40 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1H2 


30 


2462204 


MSP Control card 






A-A1G2 


27 


2462203 


CSP card 






A-A1 


1 


2453968 


A1 Board 




dC07 


A-A1J2 


77 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1G2 


11 


2462203 


CSP card 






A-A1 H2 


10 


2462204 


MSP Control card 






A-A1 


1 


2453968 


A1 Board 




dC08 


A-A1J2 


50 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1H2 


30 


2462204 


MSP Control card 






A-A1G2 


17 


2462203 


CSP card 






A-A1 


1 


2453968 


A1 Board 




dC09 


A-A1J2 


50 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1H2 


40 


2462204 


MSP Control card 






A-A1G2 


8 


2462203 


CSP card 






A-A1 


1 


2453968 


A1 Board 




dClO 


A-A1J2 


50 


2462205 


MSP Data flow card 


CSIPL 3rd load. 




A-A1 H2 


35 


2462204 


MSP Control card 






A-A1G2 


12 


2462203 


CSP card 






A-A1 


1 


2453968 


A1 Board 




dC12 


A-A1H2 


50 


2462204 


MSP Control card 


CSIPL 3rd load. 




A-A1J2 


48 


2462205 


MSP Data flow card 






A-A1G2 


2 


2462203 


CSP card 




dC14 


A-A1H2 


60 


2462204 


MSP Control card 


CSIPL 3rd load. 




A-A1J2 


30 


2462205 


MSP Data flow card 






A-A1G2 


7 


2462203 


CSP card 






A-A1 


1 


2453968 


A1 Board 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dC16 


A-A1H2 
A-A1J2 


60 

38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC18 


A-A1H2 
A-A1J2 


50 
48 


2462204 
2462205 


MSP Control card 

iwicp f^fifa flniAf r>arH 

IVI^r ^OVO IIWV i#CliU 


CSIPL 3rd load. 


dC20 


A-A1H2 
A-A1J2 


55 
43 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC22 


A-A1H2 
A-A1J2 
A-A1G2 
A-A1 


50 
40 

7 

1 
1 


2462204 
2462205 
2462203 


MSP Control card 
MSP Data flow card 
CSP card 


CSIPL 3rd load. 


dC24 


A-A1J2 
A-A1H2 
A-A1G2 
A-A1 


60 
30 
7 
1 


2462205 
2462204 
2462203 


MSP Data flow card 
MSP Control card 
CSP card 


CSIPL 3rd load. 


dC26 


A-A1H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC28 


A-A1J2 
A-A1H2 
A-A1G2 
A-A1 


70 
24 
3 
1 


2462205 
2462204 
2462203 
2453968 


MSP Data flow card 
MSP Control card 
CSP card 
A1 Board 


CSIPL 3rd load. 


dC29 


A-A1J2 
A-A1H2 
A-A1 02 
A-A1 


44 
34 
20 
1 


2462205 
2462204 
2462203 
2453968 


MSP Data flow card 
MSP Control card 

WW 1 wCIIU 

A1 Board 


CSIPL 3rd load. 


dC30 


A-A1 G2 
A-A1H2 
A-A1 


70 
28 
1 


2462204 
2453968 


wwi CpCIIU 

MSP Control card 
A1 Board 


CSIPL 3rd load. 


dC31 


A-A1J2 
A-A1 H2 


70 
28 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


CSIPL 3rd load. 


dC32 


A-A1J2 
A-A1H2 


70 
28 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


CSIPL 3rd load. 


dC33 


A-A1H2 
A-A1J2 
A-A1F2 
A-A1 


40 
40 
17 
1 


2462204 
2462205 
2462202 
2453968 


MSP Control card 
MSP Data flow card 
Control panel card 
A1 Board 


CSIPL 3rd load. 

The system contains a 

CSP/SS. 
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cor* 


rnU 


o/ 
/o 


D /IVI 

r/IM 


rnU UcoLrrllt^ 1 ILIIM 


otKVILrt UUIVIivlkIM 1 o 


dC34 


A-A1J2 

A A1 HO 

A-A1G2 
A-A1 


50 
on 

17 
1 


2462205 

Z40ZZU4 

2462203 
2453968 


MSP Data flow card 
ivior LrOntroi cara 
CSP card 
AI Board 


CSIPL 3rd load. 


dC35 


A-A1G2 

A Ai UO 
A-A I rt£. 


69 

on 
oU 


2462203 

o^i%oon^ 
Z4DZZU4 


CSP card 

Mor uontroi card 


CSIPL 3rd load. 


dC36 


A-A1J2 

A AI UO 

A-Al nz 


70 

OQ 

Zo 


2462205 

Z4DZZU4 


MSP Data flow card 
mor uontroi cara 


CSIPL 3rd load. 


dC37 


A-A1J2 

A AI UO 

A-Al riZ 
A-A1G2 
A-A1 


45 

OK 

18 
1 


2462205 

Z^IDZZUH 

2462203 
2453968 


MSP Data flow card 
mor uontroi cara 
CSP card 
AI Board 


CSIPL 3rd load. 


dC40 


A-A1J2 

A A1 UO 

A-M 1 riz 


60 


2462205 

Z40ZZU4 


MSP Data flow card 
ivior' LrOniroi cara 


CSIPL 3rd load. 


dC42 


A-A1J2 
A-A1H2 


60 
38 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


CSIPL 3rd load. 


dC44 


A-A1J2 
A-A1N2 
A-A1H2 
A-A1 


60 
30 
7 
1 


2462205 
2462206 
2462204 
2453968 


MSP Data flow card 
MS card 128k 
MSP Control card 
AI Board 


CSIPL 3rd load. 
If MS IS at error the 
failure is a 128 Kb card. 


dC46 


A-A1H2 
A-A1J2 
A-A1N2 
A-A1G2 

A-A 1 


50 
30 
10 

7 

i 
1 


2462204 
2462205 
2462206 
2462203 

O^ROQftQ 


MSP Control card 
MSP Data flow card 
MS card 128k 
CSP card 
Ai Doara 


CSIPL 3rd load. 


dC48 


A-A1H2 

A A1 10 
A-A lUZ 

A-A1G2 
A-A1 


60 

OA 
1 
1 


2462204 

Z'HJZZUD 

2462203 
2453968 


MSP Control card 

l\i|CD r^'i't-^ flr>«Af 

IVI or uaia Tlow cara 
CSP card 
AI Board 


CSIPL 3rd load. 


dC50 


A-A1H2 
A-A1J2 


70 
28 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC52 


A-A1H2 
A-A1J2 


70 
28 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC54 


A-A1H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dC56 


A-A1H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC58 


A-A1J2 
A-A1 H2 


60 
38 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


CSIPL 3rd loBd. 


dC60 


A-A1H2 
A-A1J2 


50 
48 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC62 


A-Al H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


PQIPI "irri Irkarl 
V^OIr L. «3ru lOaU. 


dC63 


A-A1 H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


uoirL ora loao. 


dC64 


A-A1J2 
A-A1H2 
A-A1 N2 


60 
28 
10 


Oil Aoonc 

2462205 
2462204 

2462206 


MSP Data flow card 
MSP Control card 
MS card 128k 


v.«oir L oro loau. m i i\z is 
1 28 K storage card. 


dC65 


A-A1H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC66 


A-A1H2 
A-A1J2 


60 
38 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dC67 


A-A1J2 
A-A1H2 


60 
38 


2462205 
2462204 


MSP Data flow card 
MSP Control card 


CSIPL 3rd load. 


dC68 


A-A1J2 
A-A1H2 
A-A1G2 
A-A1F2 


60 
30 
6 
2 


2462205 
2462204 
2462203 
2462202 


MSP Data flow card 
MSP Control card 
CSP card 

Control panel card 


CSIPL 3rd load. 


dC75 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 

1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A1N2 is 128 K storage 
card. 

CSIPL 3rd load. 
Go toMIM 160. 


dC79 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A1N2 IS 128 K storage 
card, 

CSIPL 3rd load. 
Go to MIM 160. 


dC81 


A-A1N2 
A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A1N2 IS 128 K storage 
card. 

CSIPL 3rd load. 



B8 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 




A- AT JZ 


bU 


z4oZZub 


MSP Data flow card 


PC^lpi OrH InaH 
v^oii u oru lUdU. 




A-A1 H2 


27 


2462204 


MSP Cnntrnl rarrl 






A-A1G2 


10 


2462203 


CSP rarH 






A-A1 


1 


2453968 


A1 Board 




dC83 


MS 


74 


z4ozZ0d 


Mo card iZok 


l^Oir L oiQ lOaa. IT IVIO IS 




A-A1 12 


24 




IX/lcp Hata flow rarti 


at error the failing card 
IS a 128 Kb storage card. 
GotoMIM 160. 




A-A1 


2 


2453968 


A1 Board 


dC84 


MS 


74 


2462206 


MS card 1z8k 


L^OIrL oru lOaQ. IT ivio IS 










l\/IQP* r\a+9 fIrkiAf r^arrl 
IVIOr Ua\a TIUW VrCllU 


at error the failing card 
IS a 1 28 Kb storage card. 
GotoMIM 160. 




A-A1 


1 


2453968 


A1 Board 




IVIO 


Id 




IVIO Ufdiu 1 £iOiv 


CSIPL3rd load. If MS is 




A-A1J2 


25 


246220B 


MSP Data finw rard 


at error the failing card 
IS a 1 28 Kb storage card. 
Go to MIM 160. 


dC86 


A-A1 N2 


74 


2462206 


MS card 128k 


A1N2 is 128 K storage 




A-A1J2 


24 


2462205 


MSP Data flow card 


card. CSIPLSrd load. 
GotoMIM 160. 




A-A1 


1 


2453968 


A1 Board 


dC87 


MS 


74 


2462206 


MS card 128k 


A1N2 IS 128 K storage 




A-A1J2 


24 


2462205 


MSP Data flow card 


card. CSIPLSrd load. 
Go to MIM 160. 




A-A1 


1 


2453968 


A1 Board 


dC88 


A-A1 ISI2 


74 


2462206 


MS card 128k 


A1 N2 is 1 28 K storage 




A-A1J2 


24 


2462205 

flU *▼ W Am W W 


MSP Data flow card 


card. CSIPL 3rd load. 




A-A1 


1 


2453968 


A1 Board 






RAO 


/o 


Z4oZZUb 


Mo card iZok 


A1N9 ic 1 k" ctrirano 
M 1 WZ. lb 1 £.0 fx aiurdgc 




A-A1 19 


20 


246720^ 


l\/ISP Data fln%A# f^s^rH 

IVIOi L^dLCI IIUW i«CllU 


card. 

CSIPL 3rd load. 
Go to MIM 160. 




A-A1H2 
A-A1 


5 
1 


2462204 
2453968 


MSP Control card 
A1 Board 


dC92 


MS 


73 


2462206 


MS card 128k 


A1N2 IS 128 K storage 




A-A1J2 


20 


2462205 


MSP Data flow card 


card. 

CSIPL 3rd load. 
Go to MIM 160. 




A-A1H2 
A-A1 


5 
1 


2462204 
2453968 


MSP Control card 
A1 Board 


dC93 


A-A1N2 


75 


2462206 


MS card 128k 


A1N2 IS 128 K storage 




A-A1J2 


24 


2462205 


MSP Data flow card 


card. CSIPL 3rd load. 
Go to MIM 160. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dC9o 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


Oil Aomc 

2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A 1 rsiz IS 1 iv Storage 
card. 

CSIPL 3rd load. 
GotoMIM 160. ^ 


dC97 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A 1 MO it> 1 OQ c»+A>-oj-<A 

A 1 IS 1 £.o K. Storage 
card. 

CSIPL 3rd load. 
GotoMIM 160. 


dC98 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A1MO ie 1 OQ 1^ n+ArOMA 

Ai iNz IS i^o i\ storage 
card. 

CSIPL 3rd load. 
Go to MIM 160. 


dC99 


MS 

A-A1J2 
A-A1H2 
A-A1 


73 
20 
5 
1 


2462206 
2462205 
2462204 
2453968 


MS card 128k 
MSP Data flow card 
MSP Control card 
A1 Board 


A1N2 IS 1 28 K storage 
card. 

UoirL ora load. 
Go to MIM 160. 


dd01 


A-A1N2 
A-A1J2 


90 
9 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


128 K ECC storage card. 
CSIPL 3rd load. 


dd02 


A-A1M2 


99 


2462206 


MS card 128k 


128 K ECC storage card. 
CSIPL 3rd load. 


dd04 


A-A1L2 


99 


2462206 


MS card 128k 




ddOB 


A-A1K2 


99 


2462206 


MS card 128k 




dd10 


A-A1J2 


98 


2462205 


MSP Data flow card 


CSIPL 3rd load. 

If replacing FRU does not 

correct the problem, check 

to see that the UDT is 

correct. 


dd11 


A-A1N2 
A-A1J2 


55 
45 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


CSIPL 3rd load. A-A1N2 is 
a 128 kb storage card. 


dd20 


A-A1H2 


98 


2462204 


MSP Control card 


CSIPL 3rd load. 


ddSO 


A-A1H2 
A-A1J2 


49 
49 


2462204 
2462205 


MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dd31 


A-A1J2 
A-A1H2 
A-A1N2 


60 
25 
14 


2462205 
2462204 
2462206 


MSP Data flow card 
MSP Control card 
MS card 128k 


A1N2 is 128 K storage 
card. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dd40 


A-A1F2 


98 


2462202 


Control panel card 


CSIPL 3rd load. 


dd50 


A-A1 L2 
A-A1J2 


55 
45 


2462206 
2462205 


MS card 128k 
MSP Data flow card 


CSIPL 3rd load. 


dd70 


A-A1F2 
A-A1H2 
A-A1J2 


33 
33 
33 


2462202 
2462204 
2462205 


Control panel card 
MSP Control card 
MSP Data flow card 


CSIPL 3rd load. 


dEXX 










CSIPL 3rd load. 
Test unit XX is not in 
the load module. 


dF90 










An unexpected failure 

occurred before or during 

the disk load of DCP. 

Customization may be 

wrong. Reload microcode 

(MIM 324). 

If that doesn"t 

fix the problem, run disk 

problem determination 

procedures. 

(MIM 802, 105) 


dF91 


A-A1B2 
A-A1C2/ 
A-A1D2 
F-A1A2 

F-B1A3 

A-A1YJ 
F-DE 


40 
30 

10 

5 

5 
2 


2462200 
2462209 
2462201 
1616312 
1616312 
4044272 
1616324 
2453100 
1616699 
1616119 


Disk A adapter 
DSA2 card 
DSA1 card 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 
A2 (30MB HDA) 
A3 (60MB HDA) 


--Disk Loader- - 
Severe hardware error, 
(disk load of DCP) 
Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
If A-A1C2 FRU IS not 
installed, replace 
A-A1D2. 
(MIM 802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dF92 


A-A1C2/ 


70 


2462209 


DSA2 card 


— Disk Loader- - 




A-A1D2 




2462201 


DSA1 card 


DSA error. 




A-A1B2 


25 


2462200 


Disk A adapter 


(disk load of DCP) 
Ensure cable A-A1YJ is 




A-A1YJ 


5 


2453100 


Signal cable 


properly seated. 
Run disk problem 
ueLerrninaiion proceoures 
hpforp rpnlnpinn FRIJq 

If A-A1C2 FRU is not 
installed, replace 
A-A1 D2. 
(IVIIIVI oUz, lUby 


dF93 


A-A1C2/ 


45 


2462209 


DSA2 card 


--Disk Loader- - 




A-A1D2 




2462201 


DSA1 card 


Interrupt timeout. 




A-A1B2 


35 


2462200 


Disk A adapter 


(disk load of DCP) 
Ensure cable A-A1 YJ is 




A-A1YJ 


5 


2453100 


Signal cable 


properly seated. 




F-A1A2 


5 


1616312 


30MB Digital card 


Run disk problem 








1616312 


60MB Digital card 


determination procedures 










before replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace 
A-A1D2. 
(MIM 802, 105) 



B12 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dF94 


A-A1B2 
A-AIYJ 


75 
15 


2462200 
2453100 


Disk A adapter 
Signal cable 


--Disk Loader- - 
ECC error. 

Ensure cable A-AIYJ is 
properly seated, 
(disk load of DCP) 
Media or Data problem. 
Run pack analysis 
(MIM 332, 338) - 
follow reconnmended 
actions. If that doesn"t 
fix - reload nnicrocode 
(MIM 324). 
If that doesn"t 
fix the problem, run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 802, 105) 


dF95 


A-A1B2 
A-AIYJ 


75 
15 


2462200 
2453100 


Disk A adapter 
Signal cable 


--Disk Loader — 
(disk load of DCP) 
Ensure cable A-AIYJ is 
properly seated. 
Run pack analysis (MIM 
332, 338) - 
follow recommended 
actions. If that doesn"t 
fix the problem, run disk 
problem determination 
procedures before 
replacing FRUs. 
(MIM 802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


dF96 










Disk Loader — 
Completed DCP load w/o 
detected error. Indicates 
failure in execution of 
code from load. 
Customization may be 
wrong. Reload microcode. 
If that doesn"t fix the 
problem, run disk problem 
determination procedures 
before replacing FPUs. 
(MIM 802, 105) 


dFFA 










CSIPL 3rd load. 
MSP cannot be 
initialized with input 
option FFOO. 


OrrD 










PmPI '^rri loaH 

Configure error class. 


OrrU 


A Ai no 
A-Al 

A-A1B2 


20 


oyicooAi 
2462200 


UoAi card 
Disk A adapter 


CSIPL 3rd load 
This code is generated 
when an error that can 
not be identified occurs 
while loading DCP from 
disk or diskette. 


dPFd 










CSIPL 3rd load. MSP TU CS 
length too much. 


dFFE 










CSIPL 3rd load. Not a 
valid MSP MDI rule found. 


dFFF 










CSIPL 3rd load. 
Unknown error condition 
while running MSP IPL 
diagnostics. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


EOOO 


A-A1F2 
A-A1 G2 


99 
1 


2462202 
2462203 


Control panel card 
CSP card 


The console, program and 
processor led 's are all 
on after the system is 
powered on. This condition 
indicates that the panel 
card failed power on 
diagnostics. 


E002 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


Bad parity was detected on 
data read from the CSP. 


E003 


A-A1 F2 
A-A1G2 


90 
10 


2462202 
2462203 


Control panel card 
CSP card 


Bad parity was detected on 
data written to the CSP. 


E005 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP stopped, for no 
apparent reason (that is, 
WR2A did not include a 
valid SPC instruction and 
the CSP IS not processor 
checked. 


E011 


A-A1G2 
A-A1 F2 


90 
10 


2462203 
2462202 


CSP card 

CnntrnI nanel card 


CSP active during PCB 
sense RCB. 


E012 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP active dunng PCB 
sense LSR. 


E013 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS remained active 
longer than 510 
millisecond during a 
Disable Cycle Steals PCB 
command. 


E016 


A-A1G2 
A-A1 F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during 
"Sense Channel Error 
Byte" command. 


E017 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during 
"Sense Channel Register" 
command. 


E018 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during PCB 
"Set Machine Check" 
command. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E019 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during PCB 
"Load SDR" command. 


E01A 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during PCB 
"Load SAR" command. 


E01C 


A-A1G2 
A-A1F2 
Pwr Sup 

DC Cbl 


90 
5 
4 

1 


2462203 
2462202 
5561773 
5561774 
2453107 


CSP card 

Control panel card 
Pwr supdOO Volt) 
Pwr sup(200 Volt) 
DC Distribution Cable 


CSP/SS active during PCB 
"Load MOR" command. 


E01E 


AA1G2 
AA1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active during PCB 
"Execute MOR" command. 


E01F 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP/SS active dunng PCB 
"Sense SDR" command. 


E021 


A-A1 F9 
A-A1G2 


10 


2462203 


CSP card 


Self-test failed ROS 2 
(CSP microcode checksum 
test. 


E022 


A-Al G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP rarH 

Control panel card 


CSP PEB not reset after 
PCB reset, sense of PEB 
detected bad parity, or 
CSP went active during 
strobe of PCB sense. 


E023 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP CEB not reset after 
PCB reset or sense of PEB 
detected bad parity. 


E024 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


Channel register not reset 
by PCB reset command. 


E025 


A-A1G2 
A-A1F2 


90 

10 


2462203 
2462202 


CSP card 
Control panel card 


CSP main level MAR not 
zero after PCB reset. 


E026 


A-A1F2 
A-A1G2 


90 
10 


2462202 
2462203 


Control panel card 
CSP card 


Self -test failed, unable 
to reset check pulse latch 
on panel processor card. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMFNT^ 


E027 


A-A1G2 


90 


2462203 


CSP card 


Self-test failed, one of 




A-A1 F2 


10 


2462202 


Control panol card 


the following PCB commands 










retumed bad parity; 












sense PEB, sense CR, sense 












LSR. 










i^onxroi parioi caru 


Self ~test failed service 




A-A1G2 


50 


2462203 


CSP card 


interface data bus wrap 








test (either the service 












adapter logic is bad or a 












CSP bus bit is stuck 












active). 


b029 


A-A1G2 


50 


2462203 


CSP card 


oo to channel rnU 




A-A1 F2 


10 


2462202 


Control panel card 


loUldllUn riUOcUUrc 1 OO. 




A-A1C2 


10 


2462209 


DSA2 card 


Self-test failed, reset 




A-A1D2 


10 


2462201 


DSA1 card 


CSP status check (one of 




A-A1Q2 


10 


2462208 


WS adapter card 


the following conditions 










vvw ifi/iiirviiicr cdru 


occurred immediately after 




A A 4 TO 


5 


246221 0 


ELCA controller card 


a PCB reset: Processor 




A-A1U2 




246221 1 


SLCA pass-thru card 


Check, OLB not on main 
level, Channel Register 




5 


2462212 


CSEIA card 


had bad parity, or Channel 










CSDDA card 


Register had wrong data 








246221 3 


V#d/\4C 1 i#CllU 


for reset state). 








Z40ZZ1 b 


UoVoo card 


If SLCA is installed, A1U2 












IS more probable than 












A1T2. If MLCA is 












installed, A1T2 is more 












probable than A1 U2. 












Note: Card position A-A1Q2 












may have either an 












outboard controller 












(work station 












expansion system) or 












work station adapter 












{base system), 












depending on system 












configuration. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E02A 


A-A1Q2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


Self-test failed during 
CSP SDR wrap test (an 
error was detected during 
load/sense of CSP SDR or a 
data mismatch occurred). 


E02C 


A-A1G2 


90 
in 


2462203 

9AA99n9 


CSP card 

oonxroi panel cara 


Self-test failed during 
CSP storage test (an error 
was detected during 
load /sense of storage or a 
data mismatch occurred). 




A-A1F2 


on 
10 


2462202 


i^dr* cara 

Control panel card 


f^plf-tA^t failpH Hiirinn 

CSP run test (CSP inactive 
after PCB Start, or 
processor check detected). 


E02F 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


Self-test failed during 
CSP stop test (CSP active 
after PCB Start, or 
processor check detected). 


E030 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


Self-test failed during 
CSP processor check test 
(CSP active, not on MC 
level or processor check 
bit not set following a 
forced processor check). 


E031 


A-A1G2 
A-A1F2 


90 
10 


2462203 
2462202 


CSP card 

Control panel card 


CSP is at an EC level 
which is not compatible 
with panel processor 
microcode. 


E032 


A-A1G2 
A-A1F2 


50 
50 


2462203 
2462202 


CSP card 

Control panel card 


Self-test failed CSP reset 
test while PCB reset 
command active (CSP active 
processor check, or OLB 
not main level during 
reset command), 
command). 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E033 


A-A1G2 


50 


2462203 


CSP card 


Self-test failed CSP 




A-A1F2 


50 


2462202 


Control panel card 


active checi< after PCB 
reset command was removed 
(CSP active following a 
PCB reset command). 


E034 


A-A1G2 


90 


2462203 


CSP card 


Self-test failed in MC MAS 




A-A1F2 


10 


2462202 


Control panel card 


wrap test (an error was 
detected during load /sense 
of MC MAS or a data 
mismatch occurred). 


E040 


UPS 


95 






With uninterruptable power 




A-A1F2 
DC Cbl 


4 
1 


2462202 
2453107 


Control panel card 
DC Distribution Cable 


supply installed: the 
uninterruptable power 
supply is indicating low 
voltage and a power down 
condition is eminent. 

Without uninterruptable 




A-A1F2 


95 


2462202 


Control panel card 


power supply installed. 




DC Cbl 


5 


2453107 


DC Distribution Cable 




E050 


Panel 


75 






A panel function could not 




A-A1F2 
DC Cbl 


20 
5 


2462202 
2453107 


Control panel card 
DC Distribution Cable 


be selected or the 
selected function could 
not be started (function 
display did not flash) 
when the Start Function 
key was pressed. Go to 
Control Panel Service 
Check 507. 

The FRUs listed are those 
called for in the Control 
Panel Service Check 507. 


E051 


Panel 


80 






Lamp Test failed. Go to 




A-A1F2 


15 


2462202 


Control panel card 


Control Panel Service 
Check 507. 

The FRUs listed are those 
called for in the Control 
Panel Service Check 507. 




DC Cbl 
A-A1D2 


4 
1 


2453107 
2462201 


DC Distribution Cable 
DSA1 card 



CI 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E052 


Panel 
A-A1F2 
DC Cbl 


85 
10 
5 


2462202 
2453107 


Control panel card 
DC Distribution Cable 


The system functions 
normally with the keylock 
switch in the normal 
position, however, either 
a red light is on on the 
control panel or when the 
keylock switch is in the 
service position, the 
control panel does not 
function properly. Go to 
Control Panel Service 
v^necK ou/. 

The FRUs listed are those 
called for in the Control 
Panel Service Check 507. 


E080 


A-A1G2 


99 


2462203 


CSP card 


Unconditional branch 
failed. 


E.UO 1 




qq 




pep rarH 


Conditional branch failed. 






qq 




00 r trdru 


Branch and link failed. 


E083 


A-A1G2 


99 


2462203 


CSP card 


Test mask instruction 
failed. 


E084 


A-A1G2 


99 


2462203 


CSP card 


Hi/Lo work register 
selection failed. 


E085 


A-A1G2 


99 


2462203 


CSP card 


CI instruction failed. 


E086 


AA1G2 


99 


2462203 


CSP card 


Si instruction failed. 


E087 


A-A1G2 


99 


2462203 


CSP card 


One byte logical 
insiiuciion Taiieu. 


E088 


A-A1G2 


99 


2462203 


CSP card 


One byte arithmetic 
instruction failed. 


E089 


A-A1G2 


99 


2462203 


CSP card 


Two byte logical 
instruction failed. 


E08A 


A-A1G2 


99 


2462203 


CSP card 


Two byte arithmetic 
instruction failed. 


E08C 


A-A1G2 


99 


2462203 


CSP card 


Hex branch failed. 


E08E 


A-A1G2 


99 


2462203 


CSP card 


Hex move failed. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


cuor 








Lror cara 


Initialization of low 32k 
of storage failed. 
Initialize CSP/SS control 
store. 


E090 


A-A1G2 


99 


2462203 


CSP card 


Storage test of high 32k 
of storage failed. 
Storage and ECC check bit 
read /write. 


E091 


A-A1G2 


99 


2462203 


CSP card 


Write of low 32k of 
storage to high 32k of 
storage of storage failed. 
Storage and ECC check bit 
read /write. 


E092 


A-A1G2 


99 


2462203 


CSP card 


Storage test of low 32k of 
storage failed. 
Storage and ECC check bit 
read /write. 






QQ 


9AR99ni 


pop /%orH 


Write of high 32k of 
storage to low 32k of 
storage failed, 
otorage ana tuu cnecK Dit 
read /write. 


E094 


A-A1G2 


99 


2462203 


CSP card 


Base plug displacement 
instruction failed or 
bar bit is wrong. 


E095 


A-A1G2 


99 


2462203 


CSP card 


Read or write of word to 
or fronn storage failed. 


E096 


A-A1G2 


99 


2462203 


CSP card 


Read or write of byte to 
or from storage, or bar 
bit is wrong. 


E097 


A-A1G2 


99 


2462203 


CSP card 


Load from control store 
direct area failed. 


E098 


A-A1G2 


99 


2462203 


CSP card 


Load or sense of channel 
register failed. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E099 


A-A1G2 


50 


2462203 


CSP card 


DBI or DBO bits are wrong 




A-A1C2 


10 


2462209 


DSA2 card 


value. 




A-A1D2 


10 


2462201 


DSA1 card 


Go to channel isolation 




A-A1Q2 


10 


2462208 


WS adapter card 


procedure (MIM 155). 








246^210 


WS controller card 






A-A1T2 


5 


2462210 


ELCA controller card 










246221 1 


SLCA pass-thru card 






A.A1II9 


R 
%3 














Z4DZZ1 4 


LroDUA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1 F2 


5 


Oil fiOOAO 

2462202 


Control panel card 




E09A 


A-A1G2 


50 


2462203 


CSP card 


TBI or ARS bits are wrong 




A-A1C2 


10 


2462209 


DSA2 card 


value. 




A-A1D2 


10 


2462201 


DSA1 card 


Go to channel isolation 




A-A1Q2 


10 


2462208 


WS adapter card 


procedure (MIM 155). 








2462210 


WS controller card 




A-A1T2 


5 


2462210 


ELCA controller card 












SLCA pass-thru card 






A-A1U2 


5 


2462212 


CSEIA card 










2462214 


CSDDA card 










2462213 


CSX21 card 










2462215 


CSV35 card 






A-A1F2 


5 


2462202 


Control panel card 




E09C 


A-A1G2 


99 


2462203 


CSP card 


Software set machine 












check interrupt failed. 


E09E 


A.A1G2 


99 


2462203 


CSP card 


Disable checks failed. 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E09F 


A-A1G2 
A-A1C2 
A-A1D2 
A-A1Q2 

A-A1T2 

A-A1U2 

A-A1F2 


50 
10 
10 
10 

5 

5 

5 


2462203 
2462209 
2462201 
2462208 
2462210 
2462210 
2462211 
2462212 
2462214 

2462215 
2462202 


CSP card 
DSA2 card 
DSA1 card 
WS adapter card 
WS controller card 
ELCA controller card 
SLCA pass-thru card 
CSEIA card 
CSDDA card 

CSV35 card 
Control panel card 


Force MC interrupt through 
dev addr which is not 
valid failed or enable 
checks failed. Go to on 
Channel Isolation 
procedure (MIM 155). 


EOAO 


A-A1G2 


99 


2462203 


CSP card 


Force MC interrupt through 
LSR parity check failed. 


E0A1 


A-A1G2 


99 


2462203 


CSP card 


Force MC interrupt through 
storage parity check 
failed. 


E0A2 


A-A1G2 
A-A1C2 
A-A1D2 
A-A1Q2 

A-A1T2 

A-A1 U2 

A-A1F2 


50 
10 
10 
10 

5 

R 

5 


2462203 
2462209 
2462201 
2462208 
2462210 
2462210 
2462211 

2462214 
2462213 
2462215 
2462202 


CSP card 

DSA2 card 

DSA1 card 

WS adapter card 

WS controller card 

ELCA controller card 

SLCA pass-thru card 

CSDDA card 
CSX21 card 
CSV35 card 
Control panel card 


Waiting extraneout 
interrupt. 

Go to channel isolation 
procedure (MIM 155). 


E0A3 


A-A1G2 


99 


2462203 


CSP card 


Interrupt level 5 

^triiftiirp tPQt failpH 

OilUwiiiiw IwOi lOilwVl. 


E0A4 


A-A1G2 


99 


2462203 


CSP card 


Disable interrupts failed. 


E0A5 


A-A1G2 


99 


2462203 


CSP card 


One of interrupt level 1 
through 4 failed. 


E0A6 


A-A1G2 


99 


2462203 


CSP card 


Load /sense of run control 
byte failed. 


E0A7 


A-A1G2 


99 


2462203 


CSP card 


Load /sense of LSR failed. 



05 



219 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E0A8 


A-A1G2 


99 


2462203 


CSP card 


CSP/SS test complete, 
channel problem. 


E390 










An unexpected failure 
occurred before or during 
the disk CSIPL load of MSP 
diagnostics. 
Customization may be 
wrong. Reload microcode 
(MIM324). If that 
doesn"t fix the problem, 
run problem determination 
procedures. 
{MIM802, 105) 


E391 


A-A1B2 
A-A1C2/ 
A-A1D2 
F-A1A2 

F-B1A3 

A-A1YJ 
F-DE 


40 
30 

10 

5 

5 
2 


2462200 
2462209 
2462201 
1616312 
1616312 
4044272 
1616324 
2453100 
1616699 
1616119 


Disk A adapter 
DSA2 card 
DSA1 card 
30MB Digital card 
60MB Digital card 
30MB Analog card 
60MB Analog card 
Signal cable 
A2 (30MB HDA) 
A3 (60MB HDA) 


Disk Loader — 
Severe hardware error, 
(control store load of 
MSP diagnostics) 
Ensure cable A-A1 YJ is 
properly seated. 
Run disk problem 
determination procedures 
before replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace 
A-A1D2. 
(MIM 802, 105) 



220 



06 



SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


h 

SERVICE COMMENTS 


E392 


A-A1 C2/ 


70 


2462209 


DSA2 card 


— Disk Loader -- 




A A1 no 






L/oM 1 caru 


DSA error. 




A-A1 B2 


25 


2462200 


Disk A adapter 


Ensure cable A-A1YJ is 
properly seated. 




A-A1YJ 


5 


2453100 


Signal cable 


(control store load of 












MSP diagnostics) , , 












Ensure cable A-A1 YJ is 












properly seated. 












Run customer probleni 












determination procedui^s 












before'^replacing FRUs. 












If A-A1C2 FRU isnot • 












installed, replace 












A-A1D2. 












(MIM802, 105) 


E393 


A-A1C2/ 

A-A1D2 

A-A1B2 

A-A1YJ 

A-A1A2 


45 

35 
5 
5 


2462209 
2462201 
2462200 
2453100 
2462200 


DSA2 card 
DSA1 card 
Disk A adapter 
Signal cable 
Disk B adapter 


Disk Loader -- 
Interrupt timeout, 
(control store load of 
MSP diagnostics) 
Ensure cable A-A1YJ is 
properly seated. 
Run customer problem 
determination procedures 
before replacing FRUs. 
If A-A1C2 FRU is not 
installed, replace 
A-A1D2. 
(MIM802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E394 


A-A1B2 
A-A1YJ 


75 
15 


2462200 
2453100 


Disk A adapter 
Signal cable 


— Disk Loader -- 
ECC error. 

» Ensure cable A-A1YJ is 
properly jseated. 
(contfol store load of 
MSP.diagnostics) 
Media or Data problem. 
Run pack analysis - follow 
recommended actions (MIM 
332, 338). 

If that doesn"t fix the 
problern, reload microcode. 
If that doesn"t fix the 
problem, run problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 


E395 


A-A1B2 
A-A1YJ 
F-A1A2 

F-DE 


75 
15 
1 

1 


2462200 
2453100 
1616312 
1616312 
1616699 
1616119 


Disk A adapter 
Signal cable 
30MB Digital card 
60MB Digital card 
A2 (30MB HDA) 
A3 (60MB HDA) 


— Disk Loader -- 
NRF error. 

Ensure cable A-A1 YJ is 
properly seated, 
(control store load of 
MSP diagnostics) 
Run pack analysis - follow 
recommended actions 
(MIM 332, 338). 
If that doesn"t fix the 
problem, run disk problem 
determination procedures 
before replacing FRUs. 
(MIM 802, 105) 
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SRC 


FRU 


% 


P/N 


FRU DESCRIPTION 


SERVICE COMMENTS 


E396 










-- Disk Loader -- 
Completed control store 
load of MSP diagnostics 
w/o detected error. 
Indicates failure in 
execution of code from 
load. 

Customization may be 
wrong. Reload microcode 
(MIM 324). 
If that doesn"t 
fix the problem, run 
disk problem determination 
procedures before 
replacing FRUs. 
(MIM 802, 105) 


FOOO 










The diskette inserted is 
not a CSIPL diskette. 


F090 


A-A1C2 
A-A1D2 
Diskete 


49 
49 

2 


2462209 
2462201 


DSA2 card 
DSA1 card 


This code indicates that 
an error occurred while 
running the diskette 
bootstrap loader. 
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